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KEWANEE 


Steel Boilers 


Their bigger size means 
they can produce more heat 





Kewanee Boilers do oc- 
cupy more space and 
weigh more than some 
others. But it is certain 
that a boiler which could 
be packed away inside a 
Kewanee can’t produce 
as much heat. 


Yet there are some boilers boasting 
a 5000 foot rating which could be 
stowed away inside the firebox of a 
Kewanee rated the same. 


Kewanee Boilers will produce every 
ounce of steam guaranteed by their 
rated capacities --and even a lot more. 


KEWANEE BOILER COMPANY KEWANEE, ILLINOIS 


Atlanta, Ga Cincinnati, Ohio BRANCHES ———— New Orleans, La. San Francisco, Cal 
Birmingham, Ala Cleveland, Ohio Philadelphia, Pa. Seattle, Wash 
Boston, Mass Dallas, Tex E] Paso, Texas Los Angeles, Calif Pittsburgh, Pa. Spokane, Wast 

Charl . S Denver, Colo Grand Rapids. Mich Memphis, Tenn. St. Louis, Mo. Toledo, Ohic 
Chattanooga, Tenn Des Moines, Iowa Indianapolis, Ind Milwaukee, Wis Salt Lake City, Utah Toronto, O 

Chicago, Ill Detroit, Mich. ansas City, Mo Minnea polis, Min San Antonio, Texas New York City, N. Y 


STEEL HEATING BOILERS, RADIATORS, WATER HEATERS, TANKS AND WATER HEATING GARBAGE BURNERS 
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The fact that the groundhog may sce 
his shadow next Tuesday doesn’t mean 
a thing to the V@GEL Plumber. 


He has an all year business with the 
VQGEL line. Working winter and summer 
alike. 


VQGEL Frost Proof Products are ideal 
equipment for unheated buildings, ga- 
rages, etc. You probably know a bunch 
of places where you could install a VQGEL 
Frost Proof Closet or Hydrant right in 
your own neighborhood. 





Go over your books, visit your old 
customers, dig up new ones, ask ’em to 
buy. They will. 


al 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 





i: 
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GRAND RAPIDS. 


~ WOLVER 


Glut the rope that stops Progress: 
Success comes from satisfied customers 

WoLVERINE goods are made to please you. and 

primarily to serve your customers. 

DIRECT FROM MANUFACTURER TO PLUMBER 
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— a paltry fraction 
of a penny per fittin’ 
compared with the costly la- 
bor and expense, the cussin’ 
and grief of tearing down a 
section of pipe line to get at a 
fittin’ that’s sprung a leak? 


You can have more friendly 
dollars in your pocket in a 
year’s time by paying a fair 





price for fittin’s— fittin’s 
that are made to come easy 
and fit tight for a perfect job. 


Every Square “Gee” fitting 
bears our pledge of quality 
— your insurance of value 
when buying fittings. Say 
Square “Gee” to your job- 
ber’s salesman. 


THE GRABLER MANUFACTURING COMPANY, Cleveland, Ohio 
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Don’t squander dollars to save pennies 


“GEE” 
PipeFITTINGS 
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Progress 





= in its widest sense is a healthy 
za growth in all directions. For 
= nearly 40 years the I (& M Line 
3 of Plumbing Brass Goods has 
grown, both in extent and in 
= popularity. This is due to two 
= factors. First—our unremitting 
effort to supply the trade with 


honest merchandise at a fair 
price. Second—the confidence 
of the trade in the integrity of 
the I ( M organization and 
methods. 
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I & M Adjustable Connected 


Matthews Mfg. Co. Bath Waste and Overflow. All 


cast parts plain brass. Over- 
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1500 Beard Avenue flow and Waste Strainers pol- 
ished nickel. Lead Tee Wash- 
DETROIT . MICHIGAN ers. Extruded Nuts. Tubing, 


114 inch—20 and 17 gauge. 


ESTABLISHED 1889 
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The 1@ M Plant—built on a foundation of fair dealing 


Representatives 
R. C. WILSON R. C. WILSON GEO. L. DAMAS R. E. CRAMSIE 
5 E. 42nd St., 261 Franklin St., 4849 Magnolia Ave. Reliance Bldg 
New York, N. Y. Boston, Mass. Chicago, II. Kansas City, Mo. 
WM. P. HORN CO., WM. P. HORN CO., WM. P. HORN CO., P. C. ABBOTT CO 
Rialto Blidg., L. C. Smith Blidg., Wilcox Bldg. Richmond, Va 
San Francisco, Cal. Seattle, Wash. Los Angeles, Cal. 
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Two new products 


Arco Tanks for 


Hot water in abundance— 


First Self-Contained Hot Water Heater and Storage 
Tank Combined 





ARCO TANK 


or Hot Water Supply 


(Burns Coal) 





Sectional View 


ERE IS SOMETHING NEW, differ- 

ent, highly efficient and inexpensive— 
a self-contained, coal-burning water heater 
and storage tank. 

It is made in six sizes to meet all require- 
ments. For a few cents a day, it gives a 
steady, abundant supply of hot water. For 
homes, laundries, dairies, restaurants, barber 
shops, small hotels, comfort stations, soda 
fountains, doctors’ and dentists’ offces— 


wherever a dependable supply of hot water 
is desired at lowest cost—the Arco Tank 
for Hot Water Supply will be in demand. 
It is outstandingly the most inexpensively 
operated hot water heater and storage tank 
on the market. With these Tanks the heat- 
ing trade is in a position to render a still 
greater service to the public; and, by the 
law of compensation, to reap a correspond- 
ingly larger reward. 





A Union of Exclusive Features 


1. Water-surrounded Fire 
Pot. The fire pot is welded right 
into the tank itself, completely 
surrounded by water. Result—the 
heat of the fire, even the heat of the 
ashes, is utilized in fullest degree. 


2. Heavy Seamless Con- 
struction. Fire pot is one piece 
of drawn steel, 16” thick, shaped 
under tremendous pressure in a 
specially built press. All welding 
is external to the fire. Nothing can 
burn out. Continuously satisfactory 
service is insured. 


3. Gravity Circulator. As 
the water surrounding the fire pot 
becomes heated, it rises to the top 


of the tank and flows down through 
the gravity circulator to the base. 
Result—an even temperature of 
hot water at all times, 


4. Automatic Regulation. 
Every Arco Tank is equipped with 
an automatic regulator which 
maintains the water at uniform 
temperature. 


5. Dead Air Insulation 
Conserves Heat. Surrounding 
the body of the tank and separat- 
ing it from the outer jacket is a 
pocket of dead non-circulating air. 
Each tank is virtually an immense 
thermos bottle. 


6. Japan Metal Jacket— 


Porcelain Enamel Plate 
Work. The exterior metal jacket 
is beautifully finished with lustrous 
japan. Door and plate work are fin- 
ished with black porcelain enamel 
whichretainsitslustre permanently. 


7. Galvanized Inside and 
Out—Extra Heavy Gauges. 
The body of every Arco Tank is 
made of 4” cold rolled steel, gal- 
vanized inside and outside to pre- 
vent rust and corrosion. 


8. Completely Equipped. 
Automatic regulator, thermometer 
and all accessories are supplied as 
regular equipment. Tank is shipped 
ready to install. 


Advertised price, Coal, $84 to $222 





30 Gal, 40 Gal. 





60 Gal. 


50 Gal. 





100 Gal. 





There is an Arco Tank for Hot Water 


Made in six sizes for coal and six for gas 
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for additional profits 
Hot Water Supply 


at controlled temperatures 


A Perfected Gas-Burning Unit—Attaining A New 
High Standard of Operating EfficiencyandDurability 


FFERING A HIGHER STANDARD 
OF SERVICE than any gas-burning 
water heater and storage tank yet designed, 
the gas-burning Arco Tank for Hot Water 


ive in price. 


design. 


Supply is exceptionally moderate and attract- 


This is the result of its simplicity of 


Special Features That Mean Better Service 


1. Complete Combustion 
of Gas. Combustion chamber, 
burner and flue pipe in each size 
tank are co-related in size and care- 
fully positioned to secure a com- 
plete combustion of the gas within 
the combustion chamber, and a 
maximum transfer of the heat to 
the water. The flue pipe is sur- 
rounded by water so that the trans- 
mission of heat is continuous. 


2. Uniform Water Tem- 
perature. The heat within the 
combustion chamber and within 
the flue pipe causes a positive cir- 
culating flow of water in the Tank 
as shown in the illustration, keep- 
ing the water at uniform tempera- 
ture. 


3. Automatic Thermostat 
Control. Every gas-burning 
Arco Tank is equipped with 
Thermostat Control which keeps 
the burner safely under control. 
When hot water is drawn, cold 
water enters, causing the thermo- 
static element to contract and open 
the gas feed valve. 


4. Patented Fuel Saving 
Burner. Burns with a broad, 
clean flame, whether the gas used 
is manufactured, natural or mixed. 
Three different sizes of burners are 
available for the six sizes of tanks. 


5. Galvanized Inside and 


Out. The inner tank is made of 
1.” steel, galvanized inside and 


outside to prevent rust or corro- 
sion from dampness or chemical 
deposits in the water. 


6. A Fuel Saving Insula- 
tion. The air space between the 
metal jacket and the tank is sealed 
tight. In mid-summer the home 
may enjoy an abundant supply of 
hot water, with kitchen or laundry 
cool. 


7. Completely Equipped. 
Thermostatic control, thermometer 
and diverter hood are regular 
equipment. The diverter hood pre- 
vents back drafts down the flue. 
It is constructed in accordance 
with the A. G. A. Code. Shipped 
ready to set up. 


Send In Your Prospects’ Names. We will send to each a copy of our 
beautiful catalog, with personal letter referring each prospect to you. It costs 
you nothing. Send your names with addresses to our nearest Branch Office. 


Advertised price, Gas, $66 to $111 


Call on your Jobber or our Branch for immediate Service 





AMERICAN RADIATOR COMPANY 





20 Gal. 25 Gal. 








30 Gal. 35 Gal. 





40 Gal. 45 Gal. 








ARCO TANK 
for Hot Water Supply 
(Burns Gas) 





Sectional View 


Supply to Suit Every Requirement 


Burns manufactured, natural or mixed gas 
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These 31 Leading Boilers Are 
Standard Equipped With Sylphon 
Damper Regulators 


No. 22 Sylphon Damper Regu- 
lator for low pressure 
steam boilers 


Abendroth]) Keysco 
Ames Keystone 
Birchfield pawemee 
B-Line “es s 
Novelty 
Burnham National 
Coil Oil City 
Coatesville Otis-Sawyer 
Congress Economy 
924 Syl- Fitzgibbons-  Pierce-Pebco 
No. 924 Syl Ontario Richardson 


phon Steam Floral C : 
Damper Reg- — paneer No. 45-A Syl- 


ulator, extra , . 
Fetes Heggie- Senate phon Damper 
sensHive type Simplex Standard Regulator for 
Imperial Star hot-water 
International Thatcher _i&Doilers 
' Economy West Closet 





Even Heating and Fuel 
Saving 


[That's what youll get if you install boilers 

equipped with Sylphon Damper Regulators, be- 

cause these regulators all contain as their dia- 

phragm the everlastingly flexible, all-metal, 

Sylphon Bellows. Drawn and formed seamless 

from a flat sheet of specially prepared metal, it 

is the most sensitive, flexible and durable dia- 

phragm known. sik oats 
Sylphon Damper Regulators last as long as the i 
boiler. They can be installed on any make of 

boiler—but be sure you get the genuine made 

only by the Fulton company. 


Ask for Bulletin KDR-5. 





"This can be done handreds of thousands 4 \ 
of times - p ; 


ry 
SrLPnOn CELL OWS 





THE FULTON COMPANY 


KNOXVILLE, TENN. 
ORIGINATORS AND PATENTEES OF THE SYLPHON BELLOWS 


Sales Offices in: New Yorx, Cuicaco, Detroit, Boston, PHita- 
DELPHIA, and all the principal cities in U. 
European representatives: Crospy Vatve & ENGINEERING Co., Ltd., 
41-42 Foley Street, London, W. I., England 
Canadian representatives: Darvinc BrotHers, Ltd., 120 Prince 
Street Montreal, Canada 
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What Do You 
Tell Him? 


a 

Thousands of home-owners think they can’t have all 
the hot water they need unless they spend about two 
hundred dollars for an ‘‘automatic’’ storage system or an 
“instantaneous” system. They say they can’t afford to 
spend that much money so they struggle along with an 
unsatisfactory hot water supply. 

When your prospect tells you this, what do you tell him? 
Do you put a coil in the boiler or furnace, or does he get his 
supply from a coal range? You know that neither system 
is satisfactory. 

Your prospect wants plenty of hot water the year around; 
but he can’t afford to pay so much money for it. Here is 
a job for you. 

You can equip his home with a hot water system that is 
within his means. He will have plenty of hot water every 
minute of the day and night. And your profits will be 
greater than if you sold him a two hundred dollar system. 


Convince your prospect by telling him about 
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So great has been the demand for tank heaters of all,sizes for heavy 
duty and high pressure work that we were prompted to reinforce the 
construction of all Novelty Coal Tank Heaters in such a way that we 
are now able to guarantee them to withstand a maximum working 
pressure of 125 pounds. In addition, every Novelty Tank Heater is 
tested to 300 pounds before it leaves our factory. 

There is a size in the line of Novelty Coal Tank Heaters to meet 
every need. Sell them to your prospects through the Booklets, Blotters 
and Newspaper Cuts which we furnish imprinted with your name and 
address. All these items, plus the Window Posters and Sales Letters, 
we supply, are proven result-getters. Put them to work for yourself. 
Then clinch the order with the low price the Novelty allows you to offer. 

Prices, quantity discounts, and complete information are yours for 
the asking. Address Dept. D-1 at the nearest office, or send the coupon 
today. 


1847 ABRAM COX STOVE COMPANY 1926 


PHILADELPHIA NEW YORK CHICAGO 


American & Dauphin Sts. 51 E. 42nd St. 736 W. Monroe St. 
Cor. Vanderbiit Ave. 


For 79 years makers of Novelty Hot-Water, Steam and Vapor 
Boilers, Coal Tank Heaters, Warm Air Pipe and Pipeless Furnaces, 
Coal and Combination Ranges and Fortune Gas Ranges and Gas 
Water Heaters. 
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No. 10A 
TANK HEATER 


$12.50 


PLAIN WATER SECTION 


$14.50 


NON -RUST WATER SECTION 
To the Trade 


40 gallons capacity. 
bucket of coal a day. Brick-lined 
fire-pot prevents heat loss and 
holds a fire from 12 to 15 hours. 


Only a 


Can be bought from the nearest 
office or your jobber. There is a 
proper size Novelty for every need. 


Abram Cox Stove Co., 
Dept. D-1, 
Phila., New York, Chicago. 


(send to nearest office) 


Gentlemen: 

Please send me prices, quantity 
discounts, and full details about 
the Special Owner Advertising 


Campaign to help me sell Novelty 
Tank Heaters. 


Your name 


City 


State 




















Continental 


BOILERS & RADIATORS 





Residence of Mr. Lucius French 
4409 North Meridian Street, Indianapolis, Ind 
Architects 
Bass-Knowlton & Co., Indianapolis, Ind. 
Heating Contractors 
I. W. Cotton & Co., Indianapolis, Ind. 








One No. 39-S Continental Low Water Line Boiler 
equipped with an ABC Oil Burner. 
Distributors 
Jackson Engineering Co., Indianapolis, Ind. 











Satisfying Critical 
Owners with Continental 
Low Water Line Boilers 


HE residence of Mr. Lucius 

French of Indianapolis, Indiana, 
is equipped with a Continental Low 
Water Line Boiler. Its performance 
is justifying its choice, because: 


Water tubes in direct contact with 
the flames make it a quick steamer 
—an appreciated fact early in the 
morning. 


Its low water line gives room for 
efficient header design and ample 
space between water line and low 
point of main. 


It is well adapted for oil-burning. 


Long fire travel assures maximum 
heat absorption and fuel economy. 


It is a lifetime investment in reliable 
performance. 


Continental Boilers and Radiators 
offer a complete line backed by a 
broad and fair factory policy. You'll 
enjoy doing business with Conti- 
nental. 


@ntinental Heater @rporation 
Home Office and Factory 


Dunkirk, N. Y, U.S.A. 
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THE N¥E: TOOL & MACHINE; WORKS; 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 FULLERTON AVENUE 
CHIC I 
JHICAGO, LL. 


January 30, 1926 





To the Plumbers and Steamfitters of the U.S.A. 


HARRY G.NYE 


I Nominate 
A Plumber 
For Mayor 


I have always had a feeling that plumbers do not get all the honors to 
which they are entitled. You may remember that I suggested once that 
they ought to make some plumber President of the United States, and 
President Coolidge was good enough to tell me that he thought it might 
be a good idea. I have always believed, for instance, that a gas-fitter 
would make a better member of the cabinet than a wind-janmmer anytime. 


That doesn't apply to national politics alone, but to local politics as 
well. I am serious about this. A plumber can tell you things thata 

lawyer never heard about, and a lawyer can tell you things that nobody 

ever heard about. A lot of cities have water-works and sewer systems, 

but what happens? 


Sometimes they elect a man mayor who thinks that a sewer is somebody who 
runs a sewing-machine. All he knows about water-works is that it works 
if you put raisins in it. All he knows about sanitation is that it is 

a fine four-cylinder word to use when you are welcoming a doctors! 
convention or talking to a woman's club. 


So I want to place you in nomination for mayor of your town the next time 
they meet back of Grogan's bar or in room 1039 at the Palace Hotel to 
decide who shall be the people's choice. I don't know what your politics 
are, and I don't care, as long as you are a plumber. (I know you are not 
a Red, because the only place a plumber ever hangs out a red flag is on 
the end of a load of pipe to show the public that anything that has a 

red flag connected with it is a good thing to keep away from.) 


I know if you are elected that it will be the best thing that ever happen- 
ed to your town, and the worst thing that ever happened to you. .I know 
you wouldn't try to make water run uphill, or let public buildings run 
down. Folks would get something for their taxes besides a receipt, and 
here wovld be fewer epidemics of typhoid fever and more of the community 
spirit. 


If all of yo fellows will only run for mayor, I'll get around and vote 
for as many of you as I can, and = Oh§ another thing - if you use Nye 
Dies around the shop it will help a lot. 


Yours for honest elections, 


» 
Humeg F “© 


, - wy H G.N \% 
The tools you swear BY and never AT. a 


(: 
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Economy Boilers are specified by leading architects and 
heating engineers primarily on their performance and struc- 
tural merit; as well as on the reputation of the engineers. 


An outstanding feature of performance is their ability to 
deliver 98% dry steam without the use of the customary pipe 
header. This means a saving in cost of pipe and fittings. 


Grate connections outside of the ash pit, where they can- 
not clog or become warped, are an example of well thought 
out structural detail. 


Economy Boilers have many other good features which 
recommend them to the progressive steamfitter. 


A postal card will bring full information. 
Send for Catalog 1746-D 


INTERNATIONAL HEATER COMPANY 


UTICA, NEW YORK 


Branches and Warehouses at: 
NEW YORK CHICAGO CLEVELAND DETROIT NASHUA, N. H. 








Mention Domestic ENGINEERING when writing advertisers. 
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Belween Ourdelred. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


OW IS THE TIME TO PACK UP YOUR 

troubles in your old kit bag and take them to 

convention. When you get to the convention 
hotel, take your troubles out and let them run around 
the place for a little while. You don’t have to take 
them back home with you. And if you don’t go to 
your own state convention, at least follow the reports 
which will be found in “Domestic Engineering” every 
week from now on. There you will have discussions 
of your problems—because the problems you are facing 
are not different from those whi: other men in the 
industry face—and the solutions advanced on the floor 
of the convention. Naturally, you will gain the great- 
est benefit from actual attendance. You will go back 
to your work refreshed in mind, with a fund of new 
ideas to make use of in meeting conditions. Take 
your troubles to your state convention and lose them. 


eons AND MORE AS EDUCATIONAL IN- 
stitutions become the laboratories for an indus- 
try, that industry will advance. Men in the thick of 
the day’s work, meeting competition, meeting the tech- 
nical difficulties which constantly confront them, have 
not sufficient time to solve all of the problems of the 
industry at large. In the laboratories of an institution 
like Carnegie some of these problems can be taken up 
and solutions sought. Take the important subject of 
boiler ratings. ‘There is a certain amount of confusion 
in this direction. Professor S. E. Dibble, occupying 
the chair of plumbing and heating at Carnegie, writes 
about “Boiler Ratings in Terms of Service,” and indi- 
cates a number of things which affect the efficiency of 
boilers, but which are not mentioned in ratings as a 
general thing. The matter of chimney height, for 
instance—Professor Dibble points out that a_ boiler 
which will produce four hundred feet of radiation with 
a low chimney, with a higher chimney may produce six 
hundred feet of radiation. These are invaluable facts 
to men in the heating trade; and as this fund of prac- 
tical knowledge, derived from scientific tests, piles up, 
we may hope for less and less unforeseen difficulties 
after jobs have been installed. 


HAT IS A WET VENT? IN THIS WEEK’S 
issue, under that title, Mr. Starbuck gives three 
definitions of a wet vent and suggests that there may 
be a fourth under someone’s cap. This interesting dis- 
cussion arises out of the process inaugurated by “Do- 
mestic Engineering” of examining the many codes now 


in effect to discover wherein they differed. And they 
differed, even as members of the same family may 
differ. Out of such discussions will come the ulti 
mately hoped-for standardization so that practices im 
the industry may be simplified. Two interesting dif 
ferences in the conception of just what is a wet vent, 
are shown in contributions received from the plumbing 
inspector of Portland, Ore., and.the plumbing inspec 
tor of Los Angeles. Other drawings received are 
included, with discussions as to simplification of instal 


lations. 


ILT MARVELS GETS AWAY THIS WEEK 
on the thought that it takes the same recognition 
of principles to succeed, whether a man is doing busi 
ness in Timbuctu or at the North Pole. His thought 
is based on the very sound idea, [I think, that human 
We live 


under different conditions, it’s true, but under the skin 


nature doesn’t vary in a fundamental way 


we're all brothers. Probably the Eskimo likes to think 
that his igloo is just as classy as his neighbor’s, just 
as one suburbanite or city dweller or farmer likes to 
think that he has a bit of an edge on his neighbors 


when it comes to class in the family bungalow 


NE THOUGHT WHICH IS COMING OUT 

of the conventions covered so far is that the 
Market Reports in “Domestic Engineering” are being 
read. After all, business is the process of buying a 
product and then selling it, ata profit. The germ of 
the profit to be realized is in the buying. If it isn’t, 
there won't be any surplus left when the product is 
sold. The man who buys to sell at a profit wants to 


know market conditions. 


_— GO BACK TO THE CONVENTION RE 
ports—this week you will read of the doings of 
the Illinois, Iowa and Wisconsin delegates. At each 
one of those meetings alert editorial men were present 

men who know how and where to look for the im 
portant things. So that, not only will the convention 
reports be of value to you for their discussions, but 
forthcoming articles will develop the thoughts ex- 
pressed on the convention floor that you may have the 
full benefit of what the industry is thinking about 


=s@ 


Our 
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“TOLEDOS” 
WERE USED ON THIS BIG JOB 


This is the New York Telephone Co.’s building 
nearing completion in New York City. 


Contractors handling a job of this magnitude 
must have the most efficient machines and 
equipment it is possible to secure to do the work 
quickly and with the least amount of labor. 


**TOLEDO” equipment was used by W. G. Cornell 
Co. to handle the plumbing and heating contract, 


’ 
and the Van Wagner & Linn Construction Co. to “TO DO 
RO 


handle the electrical contract. retire 


Buy by Comparison 
and You'll Buy a 


Another instance where ‘‘TOLEDO”’ efficiency 
was recognized — when results counted. 


Copy of the complete ‘“TOLEDO”’ catalog wil! be 
sent you on request. 


THE TOLEDO PIPE THREADING 
MACHINE CO. - TOLEDO, OHIO 
NEW YORK OFFICE: 50 CHURCH ST. 
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= ~Not The question of ap- 


prenticeship in the 
plumbing and_ heating 


Apprentices 
Day Laborers 


industry has become somewhat mixed up with the so- 


” 


called “younger generation problem.” Many people are 
inclined to call the younger generation irresponsible and 
lacking in ambition. Many master plumbers speak of 
such traits as the reasons why there are not more ap- 
prentices. They like to tell of the days when they were 
boys, when 14 hours were a short day and a man was 
a man, etc. And there is no question about the fact 
that they had to be made of good stuff to stand the grief 
that went with learning a trade. But in those days, 
learning a trade was the natural thing for a boy to do. 
Now a great many other callings are bidding for the 
services of the boys. That is the main difference be- 
tween today and those days. It is not the boys. They 
will learn a trade if it looks like good business to do so. 

The industry needs more journeymen. Journeymen 
are made from apprentices and, therefore, the master 
plumber who suffers from lack of good mechanics should 
study this phase of the apprenticeship situation. It is 
not true that the boy does not want to learn a trade. 
But he is wise enough to know that if, as an apprentice 
at apprentice wages, he is going to have to drive a truck 
or work as a day laborer he would do better to hire out 
as such. The master plumber’s responsibility, then, is 
to offer the boy proper training. And there are still 
enough ambitious boys, just as today’s master plumbers 
were years ago, to sign up as apprentices under such a 
guarantee. The slogan of “one apprentice in every shop” 
is a good one for 1926. It should mean, in addition, 
that every apprentice is in the shop to learn plumbing 
and has a right to expect such training. 


Plumbing have 


Replacement and heating 


- reached the age in industry 
Opportunities where replacement work is be- 
coming a bigger and bigger factor in the annual con- 
sumption of goods. The public is well educated in other 
lines to keep abreast of the times. It is ripe, for that 
reason, to be educated to keep abreast of the times in 
plumbing and heating. Probably no better example of 
merchandising of this sort can be found than the yearly 
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model plan of the automobile industry. Or take the 


talking machine business. In recent months a new, 
improved machine has been put on the market and, no 
matter how good your old machine is, the new ortho 
phonic reproduction is what you have been made to feel 
you must have. 

Following the same line of thought, in any city there 
are homes and buildings that were wonderful examples 
of architecture and construction years ago. They are 
still in good shape, but need new plumbing and heating 
systems. Right across the street from them, new build 
ings have gone up with conveniences that our field now 
has to offer. It will not be 


the older houses are going to want such conveniences 


long before the tenants of 
themselves and move to where they can get them unless 


their old homes are modernized. Therefore, the mas 
ter plumber and heating contractor have a large market 
to exploit. They have arguments to bring to real estate 
men and owners that, in order to maintain rents and 
have desirable tenants, the old plumbing and _ heating 
The business 1s 
there waiting for the man who goes after it. And it 1s 
good, non-competitive business, for you create it your 


self. 


Attend Con- 
ventions 


nual meetings, reviewed the activities of -the past year 
Annually these 


must be replaced with new models. 


The convention season is in full 
swing. Several state associations 
have already met for their an 
and discussed plans for the coming year. 
conventions are becoming more and more valuable to 
No longer is a larger crowd at the 
They 


those who attend. 
after-dinner affairs than at the business sessions. 
are what they should be 
Men from all part of their state are coming to 
and 


-business meetings for business 
men. 
gether and sharing and exchanging 
And it is worth while because problems which 


experiences 
ideas. 
affect all master plumbers and heating contractors, such 
as apprenticeship, standardization, plumbing codes, co 
advertising, management and sales, are much 
Such 


operative 
more easily dealt with as a whole than individually. 
problems are what are brought up on convention floors. 
For inspiration to greater accomplishments and ideas on 


how to achieve them, attend conventions 






































Norman R. Mathers 


SIOUX FALLS S.D. 


President, South Dakota 
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MILT MARVELS discusses the principles that 
make successful merchandisers—and 
tells this story about one 


URING the past year I have told you almost every 
D week the story of a merchandising success in some 
part of the country. Each story was different— 
each story showed a different personality at work, in its 
own way, building up a business. Reading them from 
week to week and keeping in mind this idea which this 
man advanced, and that idea the other it 
might look as if merchandising was a pretty difficult and 
complicated process. 
But a complete review of those stories would show you 


expressed, 


that while there were individual differences, due to 
different viewpoints, there were fundamental points of 
similarity. In other words, where the principles of good 


merchandising and good management were involved, these 
men thought along the same lines. Originality came in 
the application of these principles to the conditions which 
faced. 


each man 


EVERYWHERE 
some of my stories come 


SAME IN PRINCIPLE 
YO YOU see that even though 


s 
‘ from towns the population of which might be put 
into an office skyscraper of a big city, and still leave 
several floors of offices carrying ‘‘For Rent” signs and 


still other stories come from big cities, sprawled over a 
large area, and still others from places which were once 
towns and are now proud to call themselves cities, with 
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great hopes for the future—although my stories may 
come from all such places, underlying every story will 
be found a few fundamental principles. Tom Jones may 
take big space in the newspapers and run strong, he 


man advertisements; Bill Brown may put his advertising 
appropriation into dainty mailing folders to go into the 
homes in community. They differ in method, but 
they’re both trying to do the thing—attract 
tomers to their salesrooms by advertising. Both 

ods are correct, generally speaking. 3ut both Tom Jones 
and Bill Brown will recognize another fundamental If 
the kind of advertising they are doing doesn’t bring busi- 


his 
same cus- 


meth- 


ness, you'll see a change in method. In other words, 
neither of them will set his face stubbornly in the one 
direction. Sach will apply the practical test: Is my 


advertising producing results? There's the proof of the 
pudding both of them will demand, whatever advertising 
frills they may choose to spend their money on. 

So it is that in these fundamentals, the plumbing and 
heating contractor in the Far West and in the South 


and in the Middle West and in the East are all “brothers 


under the skin.” If I were to go into a shop in any 
section of the country—one which showed signs that 
some thought had been given to merchandising—and 
asked the same set of questions everywhere, I'd find 


substantial agreement at every point. The fascinating thing, 








20 DOMESTIC 
of course, is to see how these men apply the principles 
to conditions as they find them in their own communities. 

I'm making a point of this the fact that 
in these years that I have been calling on retailers, part 


because of 


of the time to sell them advertising and part of the time 
in an heard the thought 
expressed that difference the 
people in the 


editorial capacity, I have often 


curious about 


hap- 


there was a 


town where I 


ENGINEERING 
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In addition to this special effort, every week Mr. Young 
runs an advertisement in one of the local papers. This 
advertising, he says, is bringing in direct results. Abou 
advertising he “We are keeping our business on 
every year as fast as we can increase with it, 
and a great percentage of it is through advertising.” 

He adds one very important remark: “Every inqu 

large or small, is followed up 


says, 


the increase 





pened to be—that is, according to 
the man with whom I was speaking. 
People just didn’t do things 
like they do in cities They 
didn’t read advertising, for instance. 
Merchandising didn’t bring in a sol- 
itary sale. It just didn’t pay to do 
anything but sit and wait for folks 
to come ~maybe. 


there 
other 


along in and buy 

And even when we’d have talked 
for an hour or so and I'd made him 
admit that he was wearing a trade- 
because he 
his hat and 
garters were 
bought by advertised names, he 
would still insist that advertising 


collar 
that 
even his 


marked brand of 
had 


shoes 


asked for it; 
and 





MILT SAYS: 


Merchandising principles are 
the same everywhere. 
chandisers in the Far West, 
the South, the Middle West 
and the Eastare all ‘brothers 
under the skin.”’ 


The fascinating thing, of 
course, is to see the individual- 
ity in the application of these 
merchandising principles. 


promptly.” It is far worse to con- 
duct any kind of an advertising cam- 
paign, and fail to back it up with 
the service offered, than not to ad- 
vertise at all. If you don’t adver- 
tise, at least you don’t call attention 
to the service you promise. If you 
do, and fall down on that promise, 
you make enemies instead of friends. 

Besides the weekly newspaper ai- 
vertising and the special offer out- 
lined above, the Dayton Sanitary 
Engineering Company carries an ad- 
vertisement in the publication of the 
local building and loan associations 
There is a particular value in such 
advertising, which makes it almost 


Mer- 








didn’t pay in his community. Inci- 

dentally, I might say that in our own field the percentage 
of real merchandisers compares mighty favorably with that 
of other retail lines, where business is done from indiv- 
idual establishments, with an of technical skill 
thrown in. The and merchandising 
being done shows a steady improvement. 


element 


quality amount of 


$80,000 IN THREE YEARS 
OU CAN pick out any community at random and 
find these good merchandisers. This week we'll see 


how these universal principles work out in Dayton, Ohio 
the water system town. We'll just take our list of ques- 
how H. F. Young, of the Dayton Sanitary 
Engineering Company, regards these things. 

If I tell you that the business was established Decem- 
ber 21, 1922, and that the yearly volume already is 
$80,000, you'll probably be convinced that Mr. Young be- 
advertising merchandising. This growth 
which comes to young concerns is, to my mind, the best 
proof that can be found of the value of advertising and 
business and then to do 
will never bring $80,000 


tions and see 


lieves in and 


merchandising. up a 
nothing to attract customers 
in volume in three years. 


To open 


In every other retail line you will see special efforts 
put forth now and again to bring in business—not so 
much for the sake of the immediate business, but for 
what follows. These special efforts make new friends, 
bring new customers into the store, and help to build 
up a mailing list of people who are possible buyers. 

So, recently, the Sanitary Engineering Com- 
pany worked out an interesting offer. Two thousand 
letters were sent out making a special offer for the in- 
stallation of washers on faucets. This is in line with 
the best practices in the retail field, and has proved ex- 
tremely profitable in this case. Mr. Young says, “Our 
washer campaign was a success. We increased our 
jobbing business 75 per cent and are still getting calls 
from the letters sent out. Some remodeling jobs ran as 
high as $87." (Remember the offer was for washers only.) 

Any firm that will put on a campaign like this and back 
it up will get results. 

“We did not make any money on the washers,” he said, 
“but the business we got from the letters has more than 
repaid us.” 


Dayton 


as effective as direct-mail advertis- 
ing. The reason is that such a publication goes to those 
interested in homes and home-building, and hence fits 
in perfectly with the reader’s trend of thought. 

Every two weeks the window display of this aggressive 
company is changed and when the display is planned, 
one thought is kept in mind: It must tempt the prospect 
to come into the sales room. Here he will find pretty 
much the same system that he finds in any other retail 
establishment. The for instance, are priced 
When people get accustomed to a certain manner of 
buying, it is well to fall in with that custom. It is the 
rule in the retail field to price articles. So, when a 
prospect comes into the plumbing and heating establish- 
ment, and has to wait while the person waiting on him 
has to ask, or look up in a catalog, the price of each 
fixture, the prospect is likely to get impatient. He isn’t 
used to such methods. In any other retail store he asks 
the price and the clerk tells him immediately with no 
more need than to glance at the tag attached to the article 


fixtures, 


MERCHANDISING AND COMPETITION 


T IS SAID that if we know the reason why a person 
[ does just one thing, we shall know all there is to be 
known about that person. Motives are always far more 
than actions. So I was interested in finding 
out just why Mr. Young believes so thoroughly in mer 
chandising. Here it is in his own words: ‘We are trying 
to merchandise material to get away from competition.” 

You'll find that thought gathering strength throughout 
the country. We have been through a period of unprec- 
edented building volume. And profits in our field have 
been none too satisfactory. Competition has tended to 
drive them down. And men in our field who are trying 
to see the way out are beginning to perceive more strongly 
than ever that if they can shift the basis of competition 
from price to quality of material and quality of service, 
through the medium of merchandising, their profits will 
be more satisfactory. In other words, as long as service 
is offered on the basis of price, Mr. Buying Public is going 
to take advantage of the lowest price offered him. Natu 
rally. But when he gets his first taste of real mercha: 
dising, he’s going to begin to doubt that price alone ough! 
to control his purchases. 


important 


(Concluded on Page 58) 








Wisconsin Opposes Permanent Office 


Delegates unanimously vote against the plan 
F.C. Kuetemeyer of Milwaukee 
1s re-elected to presidency 


ing and heating industry. It has an apprenticeship 

law which, backed up by the Wisconsin Master 
Plumbers’ Association, has proved so satisfactory that 
every year from now on enough apprentices will graduate 
into the ranks of journeymen to meet the demand, pro- 
vided they can be held in the state. It has a state plumb- 
ing code and a Department of Health composed of practical 
men who have done wonderful work in the interests of 
Wisconsin master plumbers. It has a strong association, 
made up of members who are anxious to secure all the 
education possible and who realize that in their associa- 
tions can they secure such education. 

On January 19 and 20, this Wisconsin Master Plumbers’ 
Association met for its 32nd annual convention at La 
Crosse, Wis., the first time in 29 years that La Crosse 
has played host. There the members re-elected to the 
presidency F. C. Kuetemeyer, Milwaukee, to the secretary- 
ship, Charles Pelunek, Milwaukee, and to the treasurer- 
ship, E. F. Henoch, Milwaukee. The one new officer- 
and he comes from last year’s Board of Directors—is 
James B. Sullivan, Stevens Point, who was elected vice- 
president. In addition to these four men, Walter Murphy, 
Sheboygan, was placed on the Board of Directors for 
1926. Hugo Lippert, Milwaukee, and Earl Skogg, Green 
Bay, were made delegates to the next annual convention, 
with Harry Morris, Racine, and F.-D. Branson, La Crosse, 
as first and second alternates. President Kuetemeyer re- 
appointed Jacob Schuh and Joseph Brah, Milwaukee, and 
George F. Reeke, Green Bay, on his advisory committee. 


W ine ana ne holds an enviable position in the plumb- 











fone Fr. CC. Kuetemeyer, 
AG Milwaukee, re-elected 
, ae president of Wis- 
: consin Master Plaumb- 
ers’ Association 


Left to right: Joseph Brah, Milwaukee; F. D. Branson, presi- 

dent, La Crosse association; Jacob Schuh; Geo. F. Reeke, past 

national director and member of the state advisory commit- 

tee; P. J. Maus, Oshkosh; E. F. Henoch, Milwaukee, re-elected 

treasurer and Carl Marquardt, Oshkosh.—Lower right: James 

B. Sullivan, Stevens Point, newly elected vice-president; J. 
J. Newman, Beaver Dam, retiring vice-president 
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It was a friendly, good-fellow sort of convention It 
was well attended and certain proof that La Crosse has not 
forgotten in the last 29 years how to arrange for such 
a meeting. The city of Milwaukee sent two special cars 
of master plumbers and the rest of the state was well 
represented. The two days were crammed full of educa 
tional talks and reports and were lively 


of current problems. 


with discussions 


OPPOSE PERMANENT NATIONAL OFFICE 

EMBERS of the association went unanimously on 
M record as being opposed to the establishing of a 
permanent office for the National Association of Master 
Plumbers, when they asked by National 
H. M. Porter, of Minneapolis, to instruct him how to act 
when this question comes up at the national convention in 
June. They endorsed unqualifiedly the “Make a Whole 
saler a Wholesaler” resolution adopted at the last annual 
convention. 


were Director 


F. D. Branson, president of the La Crosse local associa 
tion, made the address of welcome upon the formal open 
ing of the convention. Then 
pointed committees to handle the work of the meeting, as 


President Kuetemeyer ap 


follows: 
Resolution: Earl Skogg, Green Bay; Walter Hyland, 
Madison; E. J. Sullivan, Kenosha; Harry Morris, Racine; 


L. R. Friend, Milwaukee 

Auditing: Hugo Lippert, Milwaukee; Geo. Mueller, 
Oshkosh; Otto Marquardt, La Crosse. 

Nominating: Jos. Brah, Milwaukee; Edw. Garrott, 


Green Bay; Fred E. Grebe, Waupun. 
Credential: John P. McCoy, Fond du Lac; Walter Du- 
sold, Milwaukee; Fred Wigglesworth, Madison. 
Memorial: O. H. Dittmer, Milwaukee; Conrad Verbick, 
Appleton; W. E. Waukesha. 
Apprenticeship: J. E. Robertson, 
Weber, Milwaukee; L. J. Schoenloeben, Racine. 


(Continued on Page 61) 


Graham, 
Wauwatosa; H. C. 
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Exhibit of Wolverine Brass Works, Grand Rapids, Mich. 
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Illinois Endorses Permanent Office 


Plans to form sectional association with permanent 
office if Loussville convention fails to 
adopt the idea for national 


tinued support of experimental study in plumbing and 

unanimous approval of the proposal to have a per- 
manent office and an executive secretary for the National 
Association of Master Plumbers or, as an alternative in 
case that plan is rejected at the coming national conven- 
tion, a sectional association made up of Illinois and sur- 
rounding states with its own permanent office and 


tinued support of research work in heating, con- 


executive officer, were the principal decisions reached at 
the thirty-fourth annual convention of the Illinois Master 
Plumbers’ Association. The meeting was held at Danville 
on January 19, 20 and 21. Delegates and guests regis- 
tered numbered 297. The president’s report showed 923 
members of the state association against 977 a year ago. 


FAVOR A PERMANENT OFFICE 

UPPORT of the campaign to have the National Associa 
S tion of Master Plumbers adopt a permanent office in 
charge of an executive secretary or manager was unani- 
mously voted by the Illinois association. The discussion 
of the campaign was led by William J. Lang, a director 
of the National Association, and C. D. Brownell, a delegate 
to the last Portland convention, while the committee 
which favorably reported the resolutions on the perma- 
nent office and the proposed new association, was under 
the chairmanship of Joseph W. €annon, former national 
president. 

Mr. Brownell, in his report as delegate to Portland, told 





of the discussion there on the permanent office In his 
opinion, the advocates of the permanent office plan at 
Portland had been actuated by business judgment while 
those supporting the plan under which the National Asso- 
ciation has functioned since its organization 44 years ago, 
were controlled by sentiment. Mr. Brownell felt that the 
national organization should be of some good to its mem- 
bers rather than providing a junketing trip for officers 
who can afford it. 

National Director Lang told of the work of the commit- 
tee of the National Board of which he is chairman with 
John J. Vogelpohl and Jeremiah Sheehan as associates 
This committee voted to approve the permanent office, 
“provided it could be financed through its own members.” 
The executive manager of the National Association was 
to be a member of the association, a successful master 
plumber and with a record of service on the national 
board of directors for a number of years. He was to be 
selected by a majority vote of the board of directors, and 
was to be paid $15,000 a year. Selection of the location 
of the office was to be left to the directors 

Mr. Lang did not feel that the per capita tax of the 
members could be raised until the members received 
more benefit from the National Association than they now 
do. For that reason, he has recommended to the board 
that an official monthly organ be established to finance 
the expense of a permanent office and paid secretary. This 
bulletin was to be sent free to each member monthly, and 


Two hundred and ninety-seyen delegates and guests registered for the big Hlingis convention 


23 








24 DOMESTIC ENGINEERING 


giving a distribution 
for each of eight months of 11,000 and for the other four 
months of 30,000. 

The expense would be heavy, Mr. Lang pointed out, so 
that advertising would have to support it. He proposed a 
schedule of rates of $150 per page, $85 for a half page 
and $50 for a quarter page, with the latter size as a 
minimum. He predicted that 40 pages of advertising 
could be published with a sales expense of $25,000; 
printing charges of $12,000; engravings and art work 
expense of $2,509; rent incidentals amounting to 


quarterly to every master plumber, 


and 





| 
| 
| 


William F. Hildeman, Chi- Cc. D. Harris, Chicago, sec- 

eago Heights, newly elected ond vice-president, Hlinois 

president, Illinois Master Master Plumbers’ Associa- 
Plambers’ Association tion 

$5,000 and postage bills of $3,000 The editorial and 

office expense would be $12,000 while the editorial pages, 


Mr. Lang feels, should carry messages from the president, 
letters from the directors, legal advice, editorials and re 
prints from other publications which would make a digest 
of things interesting to the members. The total outlay 
would be $60,000. An initial capital of $10,000 is needed. 

Mr. Lang then told how the project was placed before 
full with Mr. Vogelpohl 
and Mr. Sheehan voting against it, because they did not 
feel it could be through its members.” 
With the proposed national bulletin eliminated, the com- 
mittee report was then approved. 


the board and was defeated, 


“financed own 


NATIONAL DIRECTORS OPPOSE NEW BULLETIN 
HE arguments advanced against the bulletin were 
je it would take years before it could be put on a 
paying basis and the National Association could not afford 
such a risk. 

A second argument was that the trade papers in this 
field have done so much for the industry that the Asso- 
ciation should not organize a competitive publication. 
Mr. Lang disposed of this argument by saying that he 
did not regard such a new paper as a competitor. Mr. 
Lang said the question would be brought up at Louisville. 

He referred to the Portland resolution on making “a 
wholesaler a wholesaler” and told of the efforts of Mr. 
Longley to place this before the Eastern Supply Associa- 
tion and of Mr. Longley’s successful effort to call it to 
the attention of the Central Supply Association. The need 
for such a resolution, Mr. Lang felt, showed the necessity 
for a permanent office. A leading manufacturer had told 
him, he stated, that the master plumbers needed a vig- 
ilance committee in each town to find out who are the 
good manufacturers. A permanent office with ffeld men 
could check up on manufacturers and thus eliminate 
difficulties. He wanted a secretary who could meet the 
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manufacturers to discuss these problems, year after year 
The resolution adopted, is as follows: 


“Be it resolved, the Illinois Master Plumbers’ associa 
tion in convention assembled, hereby reaffirm the resol: 
tion adopted at the last state convention ‘advocating t! 
establishment of a permanent office for the Nationa! 
Association of Master Plumbers. 

“Be it further resolved, that the Illinois delegation at 
tending the forthcoming national convention at Louis 
ville, be instructed to support as officers of the National 
Association, only such candidates that show their pro- 
gressiveness and are openly in favor and pledge their 
support to the establishment of a permanent national 
office.” 

Mr. Brownell in his report had made several sugges 
tions which he felt would advance the work of the N: 
tional Association. One of these, in case the permanent 
office plan is defeated at Louisville, urged the formation 
of sectional associations in charge of national vice-presi 
dents, which would govern themselves. These vice-presi 
dents would be responsible for their own sectional! 
associations and together would comprise the board of 
directors. 

He felt that sending delegates to a convention like the 
Portland meeting “is a waste of time and Illinois should 
urge more business and less social activities at coming 
conventions.” Local associations, as in the case of Port 
land, should not control the exhibition funds and the 
entertainment, he felt, as this might set a precedent which 
would lead to extravagance. Any excess revenue should 
go to educational work. Information was given that the 
National Association will control the Louisville exhibition 
with Mr. Lang as chairman of the exhibit and convention 
committee. 


WANT NEW MIDDLE WEST ASSOCIATION 

S returned by the resolutions committee, headed 
A by Joseph W. Cannon, some of these suggestions 
were modified. The following resolution was adopted to 
provide for a new, sectional association: 

“Believing that the establishment of a permanent office 
with a competent manager in charge is the logical manner 
of conducting the business of the Master Plumbers’ associa 
tion in their relationship with each other, our employes 
and the wholesaler, 

“Therefore, in the event that the National Association 
in their convention to be held in Louisville, Ky., next 
June, fail to concur in the resolution just offered by our 
state association, relative to the establishment of such 
permanent office, that the board of directors of our state 
association be and are hereby instructed to proceed at once 
to the formation of a Central States association composed 
of commonwealths contiguous to Illinois and the establish 
ment of a permanent office and employment of a competent 
manager to take charge of its affairs under the super 
vision of a board of representation from the states com 
prising the association.”’ 

The question of financing the permanent office and 
executive officer of such an association was promptly 
raised and Mr. Lang stated that a bulletin would likewise 
be started to provide the necessary funds. 

Charles Alcock felt the passage of this resolution was 
a threat and while he favored a permanent office, thought 
the National Association should decide the question before 
Illinois announced its intention to organize a regional 
association. Former National Director E. J. Ryan ad 
vanced the same argument and also felt the new associa 
tion would disrupt the national organization. 

(Continued on Page 67) 
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Casting shop where brass is cast into required forms 








BOVE is pictured a modern brass casting shop, a 
A wonderful advance over the brass foundries of 
two or three centuries ago. So far as is known 
the first brass casting in North America was at the 
iron foundry of John Winthrop, Jr., Lynn, Mass., in 


1644. Philadelphia was also a center of brass casting. 
In 1802 the first brass made by a fusion of copper and 
zinc was made in Waterbury, Conn., and that year 
marked the beginning of the great brass industry in the 
Naugatuck Valley, which is today the greatest brass 
center in the world. 

The expansion of the United States in recent years 
has resulted in brass and copper fabricating plants be- 
ing located in New York state, Pennsylvania, Michigan, 
Illinois, Connecticut, Massachusetts, Maryland, New Jer- 
sey and Ohio. But the Naugatuck Valley is the greatest 
center of copper and brass fabrication. Brass pipe is 
made in Detroit, Mich.; Chicago, Ill.; Rankin, Bangor 
and Philadelphia, Pa.; Watertown, Utica, Rome and New 
York in New York state; Waterbury and Bridgeport in 
Connecticut; Boston, Mass.; Baltimore, Md.; Camden, 
Carteret and Irvington, N. J., and in Cincinnati, Ohio. 

Today the United States is foremost among the na- 
tions of the world in copper production while Chile, 
ranking second, contains the largest mines and the great- 
est known copper reserves in the world, which are largely 


No. 29 in a series of Picture-Stories 
on the manufacture of BRASS PIPE 
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Showing how a square clean cut may be obtained in brass pipe 


owned by Americans. Butte, Mont., is the largest sin- 
gle producing territory in America. 
pipe 


illus- 


of cutting 


process 


various methods 


Another 


In previous issues 
have been described. cutting 
trated in the line drawing above. The brass pipe is held 
in the vise between clamps. The cutter is slipped over 
the pipe. The cutting knives are screwed down against 
the pipe. Then the cutter is revolved around the pipe 
in the direction of the arrows shown at A. The knives 
simply cut a groove in the metal until the pipe is severed. 
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The class will now study a new 


PLUMBING PROBLEM 


Study and copy layout on these pages; draw in the proper connec- 


tions and send us your solution. 


It will be analyzed by the School- 


master and discussed by him in an article appearing a few weeks later. 


NYONE who knows anything at all about plumb 
A ing, knows that the work shown in this drawing 
is all out of whack. 

If you are looking to build up your knowledge of the 
subject, you can scarcely gain more valuable experience 
than will come to you through the correction of the many 
errors here to be found. A ‘“‘skeleton’’ drawing is pro 
vided on the opposite page, which gives you the fixtures 
set exactly as in the problem drawing itself, and it is for 
you to “skeleton"”’ drawing with all the 
necessary piping and connections to make it a first class 
job. 

You may think this problem overdrawn 
fact, however, for it does not contain a single error that 
is not made in actual practice over and over again. 

It seems to us that the big, fundamental error of this 
drawing is that only one and that it is 
placed at the extreme end, long runs of 
horizontal soil pipe clear across the building. You know 
very well that they don’t do things like this in 
practice; in fact it would almost always be practically 
impossible to install a system of plumbing in this way. 
And yet, if you have followed the ‘‘Schoolmaster and His 


complete the 


That is not a 


stack is used, 


necessitating 


actual 


Class” series of articles, you will no doubt recall that 
often drawings have been submitted which were laid out 
much as this one is, and which were criticized by the 





“Schoolmaster” for 
long runs. If 
you would not do this 
in actual practice, why 
do it on a drawing? 

We would think 
that this job needs at 
and pos- 
four stacks, and 
in making cor- 
rected drawing, we 


these 


least three 
sibly 


your 


want you to use a suf- 
number of 
stacks to 
good job. 

Two special features 


ficient 
produce a 


are the soda fountain 
sink and the con- 
densing tank. The lat- 
ter particularly needs Jee Victorine, class member, Chi- 
intelligent handling. If a 

you are not well posted 

on connecting such a tank, you ought to be, and it will 
pay you to study the subject a little before you attempt to 
work it out on the drawing. 

One of the very bad features of this work is the vent- 
ing, want you to put it in 
proper shape, so that there shall be 
nothing to criticise. 

You may feel that we keep drill 





and we 








ing away at this venting proposition 
until it is in danger of becoming over 
If you will look at the 
thing through our eyes, however, you 
will think otherwise, for to our mind 





emphasized. 

















the subject of venting is today one of 
the big problems in plumbnig, if not 
actually the biggest. 

There are many agencies, and their 
number is ever on the increase, which 
are honestly endeavoring to simplify 
the plumbing system, while at the 





same time subtracting nothing from 
it that should be retained, but rather 
adding to it qualities which are need 
ful. 

Venting is certainly thoroughls 
mixed with this entire proposition. 

We do not want to see good money 
thrown away on unnecessary venting, 




















must insist on sufficient 
venting of the right kind to keep th: 
plumbing safe. 

The venting ,in this problem is not 
altogether of the safe kind, and ws 
want you in correcting this drawing 


and yet we 








to keep your eyes wide open and your 





thought centered on the question 
venting. 

For instance, 
persist in believing that groups 19 and 


there are some who 



































adequately vented as here 
shown, that is, by the circuit vent t 
What do 


31 are 


which they are attached. 
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you think? For the time being, just forget what your 
local plumbing ordinance may or may not say, but show 
in your corrected drawing just how you would want to 
see this work done. If you feel that the venting alluded 
to is good, and that it sufficiently protects the fixtures 
then let it stand as it is, but send with your drawing if 
you will, your argument in support of this method. 

And don't neglect to send your drawing to us early. 

Photographs are published in connection with these 
Drawing Problems for the reason that there is a benefit 
to be derived from meeting each other face to face. In 
fact, this is one of the chief benefits of conventions and 
other gatherings of master plumbers. For this reason, 
mimbers of the Class, no matter where they are located, 
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are requested to send in their photographs They will 
then appear in connection with some future drawing 
problem and by it some other master plumber, plumbing 
inspector, journeyman or apprentice will be induced to 
get into this discussion in order that all may benefit. 
The Class is growing with remarkable rapidity. It is 
not possible to publish all drawings sent in on account of 
lack of space, but those whose drawings are not published 
will receive the comments or criticisms of the Schoolmas- 
ter by letter. Do not become discouraged if your drawing 
does not appear in the next Schoolmaster article for it 
requires a month to six weeks for all the replies to come 
in and some tardy members of the Class sometimes wait 
two or three months before sending in their drawings. 
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Iowa Discusses New 


ash Discount Plan 


Lou C. Pray of Ft. Dodge selected 
to head association for 1926 


HE SPIRIT of Annual Convention of the 
Iowa Master held in Des 
Moines on January 19, 20 and 21, was evidenced by 
the hall, 
between wholesaler and 


the 38th 
Plumbers Association, 


dozen placards hung in convention touching 
the 


and the entire convention indicated a close and pleasant 


a 


upon relationship retailer, 


CO 


‘| 


loo; 


operation between the two branches of the industry 
NEW DIRECTORS AND OFFICERS 

XHE Nominating Committee, having placed the names 

of Lou C. Pray, Ft H. A Water 

J. L. Zahrobsky, Mason City, in nomination to succeed 

directors Waterloo; J. F 


Pray himself, unanimous assent was 


Dodge; Rynearson, 


as Ray Reddington, Garvey, 
Mason City, and Mr 
In addition, the president’s 
fill the 


Dubuque, 


indicated by the convention. 
of A. C. Wonder, 
directorship resigned by 


of Dubuque, to 


Mullen of 


appointment 


Larry also 


was unanimously confirmed 
the 
of directors 


the 
officers 


of 
new 


Immediately following adjournment con 


vention, the board met to elect 





A. B. Pray, fire marshal, De« Moines, with Lou 
of the Iowa association 


Left to right: 


Cc. Pray, Fort Dodge, new president 


President, Lou 
S. Popelka, 


Davenport; 


The following is the new administration: 
C. Pray, Ft. Dodge; vice-president, Frank 
Cedar Rapids; treasurer, Ed. Wernentin, 


secretary, E. Bailey, Des Moines. 

HE DISCUSSION of the new cash discount plan was 
{penton oe by E. I. Leighton, of the Leighton Supply 
Co., Ft. Dodge, when he read a letter which he had sent 
out to master plumbers of Iowa proposing, in brief, that 
to the customary 2 per cent cash discount, there be added 
another 8 per cent—in other words that the cash 
discount be 10 per cent. This extra cash discount would 
be added to the cost of the merchandise so that the re- 
tailer who discounts his invoices would be buying under 
the same terms as he does at present. Those who do not 
discount their bills will be paying the extra added per- 
centage as a carrying charge. 

Mr. Leighton stated that his letter, containing a ques- 


DISCUSS NEW CASH DISCOUNT PLAN 


new 


28 


tionnaire on the subject of the proposed plan, had been 
33 men, 105 replies being favorable, 23 

and 5 non-committal. Asked by W. W 
Schlichting, Davenport, how the other Iowa wholesalers 
regarded the plan, Mr. Leighton said that they 
strongly in favor of it, with the understanding that there 
would be details of the plan to be worked out. Mr 
Schlichting then asked whether the national wholesalers 
are in favor of the idea. C. E. Owen, of Crane Company, 
stated that the plan was in effect in several cities, and that 
he believed, speaking personally, that many wholesalers 
would favor the plan. 


answered by 
unfavorable 


were 


Speaking from the floor at a later time, Don Holt, retir 
ing president of the association, said that he favored the 
10 per cent discount plan because it was a step forward 
Another reason advanced by Mr. Holt was that the whole- 
in bad with the amount of outstanding 
accounts and the only way he can progress is to increase 
his volume, which might mean selling direct to the con- 
sumer. On the side of the retailer, Mr. Holt pointed out 
that such a plan would make a better collector out of him, 
because it would be necessary to make prompt collections 
in order to avoid loss of the additional discount. 


saler is a way 


It will tend also, said Mr. Holt, to create a greater inter 
est in financing a business in order to secure the discount 
and will make it necessary to do so in order to make a 
The master plumber will get acquainted with 
banker, he will find it necessary to audit his 
books more carefully. It will make him view financing as 
of primary importance. The last reason cited by Mr. Holt 
was that this plan would reduce the wholesaler’s cost of 
which is, of course, included in the price 


profit 


his and 


doing business 








Top picture, left to right: A. H. Walker, honorary member of 
Iowa State Association, with his son, George L. Walker, both 
of Des Moines.—Lower picture: A. C. Wonder, Dubuque, 2nd 
Frank 8S. Popelka, Cedar Rapids, directors of lowa association 
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Perfect 


Co-ordination 


is certain in the 


M-VB Temperator 


The patented principle of construc- 
tion of the M-VB Temperator assures 
perfect co-ordination between the 
dial and valve, and handle indicator. 


The bather can depend absolutely 
on the water temperature indicated 
on the dial. He always can get the 
exact temperature he wants. 


This is the mixing valve your best 
customers want. 


A booklet describing the action of 
the M-VB Temperator in detail 
will be sent upon request. : : 


THE AMERICAN PIN CO. 


DIVISION SCOVILL MANUFACTURING CO. 
WATERBURY, CONN. 















Mention Domestic ENGINEERING 


when writing advertisers. 








“ DOMESTIC ENGINEERING 


of the goods he sells. ‘‘We pay his overhead in our bills,” 
said Mr. Holt. 

With characteristic vigor, he urged that the convention 
take this step and not allow fear of mistakes in details to 
delay decisive action The matter was referred to the 
Resolutions Committee, with instructions to present a 
resolution favorable to the plan. The resolution as pre- 
sented was passed 

With preliminaries attendant upon the opening of the 
convention over, Vice-president Lou C. Pray replied to the 
address of welcome and the following convention com- 
mittees and officers were appointed: 

Sergeants-at-arms: H. M. Labbit of Sioux City and M 
A. Wolin, Des Moines. 

Auditing Committee: M. J. Orr, Sioux City; Roy P. 
Kerker, Davenport, and J. L. Zarosky, Mason City. 
Credentials Committee: Henry Hintze of Davenport, and 
Paul Gustafson of Des Moines Resolutions Committee: 
Frank Nelson, Ft. Dodge; W. W. Schlichting, Davenport; 
Wm. C. Miller, Cedar Rapids; J. A. Thomas, Des Moines, 
and W. J. Nesler, Dubuque. 


TALKS ON OVERHEAD 
r HE FIRST of the speakers arranged for by the Des 
Saas loca! association was LeRoy C. Perkins, of the 
Perkins Service Co., Des Moines. Speaking under the 
head of “Overhead, or Cost of Doing Business,’’ Mr. 
Perkins drew some interesting parallels between the cost 
of doing business now and twenty years ago when day 
labor could be hired for $1 
received $2,000 a year and a teaming driver 40 cents an 
hour. ‘“‘Many of us,” said Mr. Perkins, “are trying to 
carry on our businesses according to methods in vogue 


5, when a general manager 


twenty years ago while we are living in the modern 
conditions of 1926." 

Stressing the fact that there is a need for better 
business records, Mr. Perkins pointed out the fact that 
most business failures are due to incompetence and ignor- 
ance of the true cost of doing business. Admitting that 
it is not possible at any time to forecast the exact amount 
of business which will be done during a given period and 
what the cost of handling it will be, Mr. Perkins said that 
it ought to be possible at least to estimate a minimum 
figure of sales for a given time and the maximum figure 
for the cost of operation during that period Such a 
budget would give the contractor something tangible to 
work on. 

While the relationship between the wholesaler and the 
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retailer were discussed, the subject of relationships with 
the public was not neglected. Fred W. Swanson of the 
Globe Machinery & Supply Co., Des Moines, covered this 
topic in his talk on “Building Good Will for the Industry.” 
His statement that insurance statistics on the increasing 
span of life pay a tribute to the industry was cordially 
received. Sut Mr. Swanson feels that the industry hag 
lagged behind other less essential industries in getting 
the message of its service before the public, and that 
manufacturer, wholesaler and retailer must each play his 
part in lifting the industry to the place which it deserves 
The extent of that task he indicated by statistics to the 
effect that 36 per cent of the farms of Iowa have running 
water, 57 per cent have water in the kitchen, 22 per cent 
have running water in the barn, 9 per cent only have 
indoor toilet facilities, 21 per cent only have bathtubs, 
32 per cent have furnaces. 

In order to accomplish this task, Mr. Swanson was 
of the opinion that the industry must find the buying 
public in the right frame when it is asked to buy, because 
the attitude of the public has a bearing upon purchases 
made. ‘“‘The public must be informed about this industry,” 
said Mr. Swanson, and had a poster issued by the Republi: 
Brass Co. exhibited as the kind of propaganda which must 
be carried on. The industry in Iowa received last year 
only 3 per cent on capital invested. It is an individual as 
well as an association task to bring about a change in this 
condition, said the speaker. 


DEFINES SALESMANSHIP 
J. LANTZ, Western Sales Manager of the Duro 
W reas & Mfg. Co., Dayton, O., had been invited to 
address the convention on the topic of “Salesmanship.” It 
was his idea that in other industries—he mentioned the 
automobile industry specifically—men do not become 
dealers hastily, knowing that it will require capital, a 
knowledge of merchandising and of selling in order to 
operate successfully. He pointed out that failure to sell 
work at a fair profit had had the result of encouraging 
men to go into business without capital or sufficient knowl- 
edge of selling or merchandising in the plumbing industry 
“All there is to selling,’’ said Mr. Lantz, “is that for 
an exchange of so much money you can serve your cus 
tomer in a certain way. Selling is the way to eliminate 
price cutting.” 
In the discussion following the talk by Mr. Lantz, W. 
E. Beazor, of Jefferson, arose to state that under present 


(Continued on Page 73) 


Left te right: Mrs. E. Rosene, Des Moines, director; Mrs. W. J. Nesler, Dubuque, director; 
Mra. V. J. Hagan, Sioux City, treasurer; Miss Margaret Wallace, Des Moines, secretary; 
Mra. L. C. Pray, Fort Dodge, vice-president, and Mrs. E. Bailey, Des Moines, president 
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Grey Nuns’ Orphanage, Cote de Liesse Road, St. Laurent, Montreal, P. Q. 
Architect —-Mr. Alphonse Piche, Montreal, Que. 
Contractor for Heating, Ventilating and Plumbing—Mr. James Ballantyne. 


The valves for this particular installation were manufactured for us by the James Robertson 
Manufacturing Co. in Canada 


For Long Service and 
Permanent Satisfaction 


SIMPLEX Flush Valves can be installed 
with any style bowl, of any make, with 
full assurance that they will give perfect 
and permanent satisfaction under all con- 
ditions. 






Handsome in appearance, simple in con- 
struction and positive in operation, SIM- 
PLEX is ‘‘The Flush Valve Without An 
Equal” for all public installations. 


Ask Your Jobber 


Practically our entire line of floor plates, air valves, towel 
bars and flush valves are shown in the 1926 DOMESTI( 
ENGINEERING CATALOG DIRECTORY, pages 484, 485 and 
941. Reprints, punched to fit T. E. B. Loose Leaf Catalog, 
supplied on request. 
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NEW BRITAIN, CONN. 
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Give Your Customers This Advice 
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Tell your customers 
there is no longer 
any need to reg- 
ulate a domestic 
heating plant by 
hand. Advise them that Honey- 
well, more than any one else, 
has made automatic heat control 
truly reliable and free from ser- 
vice annoyances. Assure them 
they will enjoy the greater com- 
fort and convenience of auto- 
matically regulated heat if they 
install the new Honeywell Auto- 
matic Controls. 











Type R- New Honeywell Clock Ther- 
mostat equipped with accurate 
Thermometer 

















You can make this 
statement as em- 

phatic as you like, 

for never before has 

there been an auto- 
matic control equipment so sim- 
ple and so dependable. The new 
Honeywell Temperature Regula- 
tor is adaptable to any type of 
heating plant burning any kind of 
fuel—coal, oil or gas. This great 
advance in the field of automatic 








temperature control is sold only 


through the regular channels of 
the trade. 





THE HONEYWELL HEATING SPECIALTIES CO. 
WABASH, INDIANA 


HONEYWELL 


Temperature Regulators 


The majority of the important domes- 
tic Oil Burners listed as standard by 
Underwriters’ Laboratories, Inc., is 
equipped with Honeywell Controls. 
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Prof. 8. E. Dibble in his 





“workshop” nat 


Technology 


Institute of 


Carnegie 


oiler Ratings in Terms of Service 
By PRor. 8S. E. DIBBLE 


HE RATING of boilers is, I think, like the rating of 
every other piece of equipment, dependent upon what 
that particular piece Take 
for instance, automobile tires; at one time they were rated 


of equipment is to do. 


bought a tire be- 


Today, for 


by the mileage they withstood, and we 


was rated to go a number of miles. 
think of 


bad 


cause it 


tires only in terms of service 


hot 


some reason, we 


over good roads and roads, in weather and cold 


weather; the mileage question is practically obsolete. So 
I believe that in rating boilers, our present system may 
be obsolete. 


The present method of rating boilers seems to me more 
or less I mean those ratings 
that appear in the 
facturer, because he is so many times called in on jobs 


ratings, 
They are 


unfair. sy present 


catalogs. unfair to manu- 


which do not work. His boilers have been put in jobs on 
which they should never have been put, and he is there 
fore put to considerable expense to render service to the 
contractor or the owner in correcting the error due to the 
present boiler rating system. It is unfair to the contractor, 
because he is responsible for the job. He has guaranteed 
it, and many times he has to. go back to make corrections 
a job which are not his fault, but the fault in the pres- 


Read at the recent institute for master plumbers and heat- 
and ventilating Carnegie Institute of Tech- 


ne iogy. 


engineers, 
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ent system of boiler rating and the way we interpret this 
rating. 

And 
right to 


again, it is unfair to the owner, because he has a 


every respect 


He has 
return, a 


expect a perfect working job in 


when he hires a contractor to install it paid his 


money, and should therefore get in properly 


working job. 
only 


value, if it gives 


Taking the actual 


The rating of a boiler is of no 
the actual measurements of the boiler 

measurements is of no value, yet may be one way of rating 
It doesn’t carry with it sufficient information to be of much 


value. Knowing a boiler to be of a certain size doesn’t 


give us the amount of work that the boiler will do 

Take the rating situation as it exists now, and pick out 
a boiler for a job with one thousand feet of radiation 
Pick from the catalog a boiler having two thousand feet of 
radiation, and try to explain what that extra thousand feet 
is for. It reminds me of going to buy a pair of shoes and 
telling the clerk the size is six and a half and having him 
tell you that you should wear size thirteen. Why not as 
well buy the size-thirteen shoes as the two-thousand-foot 
boiler? 


get a one-thousand-foot boiler? This is the point I want 


If you want a one-thousand-foot boiler, why not 


to bring out. 
There are many ways in which we may rate a boiler, but 


I don’t believe it would warrant the taking time to go 
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into them all. I might mention however, the placing of 
a boiler on a pair of scales and ascertaining that it weighs 
a certain number of pounds. Then, why not rate it that 
way, according to its weight? Knowing the weight of a 
boiler, however, does not do a bit of good when selecting 
it for a thousand foot job. It might be advantageous, on 
the other hand, to the manufacturer who wanted to set 
his price according to the number of pounds of cast iron, 
but wouldn't do the contrac- n 
tor or engineer any good. 
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number of pounds of steam delivered to arrive at a 
definite result. We must know what the conditions were 
under which the steam was generated. 


BUT WHAT ABOUT THE CHIMNEY? 

HAVE placed on the board a representation of a num- 
| ber of boilers, which we will say are twenty-inch poilers. 
(See Fig. 1). They can as well be any size of boiler you 

might mention Now from 
one of these there will be 




















| delivered four hundred feet 

THE SQUARE-FEET-OF- | of radiation, which is ex- 
RADIATION STANDARD | actly what this one boiler 
THINK we all agree on mee ee wtih ©00 ¢ Seal will do If the manufac- 
| a standard measurement 20 LW | 20." 2 ZO 1N 20 N turer or contractor’ says 
for a boiler, and that stand- oe eo — —— — that is the rating of that 


ard is the square feet of 














boiler, he is telling the 




















radiation. On that we are 
more or less agreed, al- 
though some may question 
the value of a square foot of 
radiation, and call for an explanation of just what it 
means. However, the universal meaning is that one square 
foot of radiation indicates a square foot of cast iron in the 
form of a radiator. A square foot of radiation means one 
quare foot of cast iron with either 212 degrees of steam 
or 160 degrees of hot water on one side and air on the 
other. That to my mind constitutes one square foot of 
radiation. 

In the case of steam, 240 heat units will be transmitted 
through one square foot of radiation. If we put in thirty, 
forty or fifty feet of radiation, we mean that in square 
feet of cast iron. There are transmitted in one square 
foot of radiation, 240 B.t.u. (British thermal units), which 
are figured in this manner; every degree of difference in 
the temperature between the outside of the cast iron and 
the inside, there will be transmitted through that square 
foot approximately 1.69 B.t.u. That varies somewhat with 
height, but that is a figure which checks up closely with 
240 B.t.u. per square foot of radiation. 

Figure it out very closely; 1.69 B.t.u. per square foot of 
radiation; the correct difference in temperature is 212-70 
multiplied by 1.69—239.98. Wecan all agree on that unit 
as one on which we can rate our boilers, and say that the 
boiler will deliver so many feet of radiation. 

If you like, you can interpret that square foot of radia- 
tion into pounds of steam, or B.t.u. which would accord- 
ingly all be interpreted to mean the same thing. For 
every-day use, a square foot of radiation is understood 
by more people than a B.t.u. or a pound of steam. 

Boilers are tested according to the recognized standard 
testing code as prepared by the American Society of Heat- 
ing and Ventilating Engineers. This code has been recog- 
nized and adopted as the standard one. Suppose we test 
every boiler by that code, the testing being done by some- 
one who will give out the correct information. The re- 
sulting test will tell us how many pounds of steam are 
delivered at the nozzle of the boiler. Therefore, if the 
boiler was tested and we were told the pounds of steam 
delivered, or the number of square feet of radiation de- 
livered at the nozzle of the boiler, it wouldn’t be a very 
difficult job to convert that into square feet of radiation 
and we would know exactly what that boiler would do. 

To a certain extent, that is now done. In other words 
take almost any boiler and the catalog will tell how much 
steam will be delivered at the nozzle. By ‘nozzle’ is 
meant the tap in the boiler connecting to the main. If it 
is known how many pounds of steam are delivered to that 
point, it can be converted into square feet of radiation; 
however we must know considerably more than the exact 


Showing how the chimney may make a difference in boiler 
capacity state the exact conditions 


truth, but he doesn’t go far 
enough into detail. He must 


under which it was oper- 
ated, such as the amount of coal burned per square foot 
of grate to produce four hundred feet of radiation. 

I have illustrated with five boilers, one will produce 
four hundred feet of radiation with a low chimney. Take 
the same boiler and put on it a higher chimney; more 
coal will be burned per square foot, combustion is more, 
and with that height of chimney, six hundred feet of radia 
tion will be produced. If the manufacturer or contractor 
picks out that boiler and says it will produce six hundred 
feet of radiation, he is right, but must qualify it with a 
statement as to intensity of draft and rate of combustion 
This matter of chimney height and size is discussed more 
in detail in a lecture by Professor Estep 

Next we come to the third boiler and find eight hundred 
feet, and on the fourth boiler, one thousand feet, and on 
the fifth boiler twelve hundred feet. Now this twenty-inch 
boiler can be made to produce twelve hundred feet of 
radiation or only six hundred feet, according to the rate 
of combustion or the height of the chimney. 

The height and size of chimney must be given with every 
boiler and must be considered when selecting a boiler. If 
this is done, you will know exactly what a boiler will do 
under given conditions. 

You must also consider the number of things a boiler 
has got to do, the duty of a boiler is more than delivering 
so many square feet of radiation. It has not only got to 
do that, but also produce enough heat to make up for the 
radiation from the boiler in the basement, for there will 
be a loss. It has got to produce enough heat to take care 
of the draft, produce this draft and get the air through the 
fire pot and through the depth of fuel. Bbdilers with large 
fuel capacity or long fire travel, require a greater draft 
than others, so this matter of draft must be taken into 
account. The boiler will also lose some heat through the 
piping, and some down through the ash. 

Put these items down in percentages. The total work of 
the boiler, one hundred per cent. The radiation to be 
produced is around sixty-six per cent, and the amount of 
work done by the chimney is around twenty-five per cent, 
the amount of work done by loss down through the ash 
pit around tW@per cent, and amount of work lost through 
radiation in the basement seven per cent. These are ap 
proximately the average percentages. 

Question: Is that an illustration of fact? 

Answer: Those percentages are very close to fact. They 
may vary a per cent or two. 

These percentages which I have given you are based on 
information that I think is reliable. We have run num- 

(Concluded on Page 44) 
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and sink fixtures. 
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What Is a 


Wet Vent? 


By R. M. STARBUCK, JR. 


O date, we have three distinct in- 
terpretations of the meaning of 


the term ‘wet vent,”’ and for all 


water closet vent is used as a waste for 


mp 





we know a fourth one may be tucked ( 
away under some other chap’s hat. 


the lavatory, and it has right along 
been our understanding that vents of 
this character were universally known 


as wet vents. 





The writer had gone on month after 




















month, writing about wet vents and t THREE KINDS OF WET VENTS 
illustrating them as he thought they OW then, “you pay your money 
were understood by all hands, when and you take your choice,’’—there 


along comes the news that Los Angeles 
plumbing inspectors have an entirely 


different understanding of what a wet 
vent is. 

Now comes William Hey, chief 
plumbing inspector of Portland, Ore., 


with this,—‘‘We do not agree with Los 
Angeles in regard to the interpretation 






; 
Stoppage 


before three sets of illustra- 


tions, 
real wet vent. 


are you 


each purporting to be the only 

Naturally, we are strong for our own 
wet vent, that Mr. 
Hey and the Los Angeles plumbing in 
strong for theirs, 
What are 


and we doubt not 





spector are equally 


and there you are we going 





of a wet vent.’’ After this decisive an- 
nouncement, Mr. Hey continues,—‘‘All 
old timers have always considered a 
wet vent as a vent reconnected to the 
main vent below the fixtures served. In 
should the waste stop up between the vent and the soil 
or waste pipe, the fixture would not overflow, but would 
waste through the vent. This condition might last for a 
long time, before the discovery of the stoppage in the 
waste line. See drawing.” 

The drawing alluded to is shown in Fig. 1. 

Discussing the subject further, the letter continues: 
“This wet vent was common practice years ago, but was 
discontinued for crown venting; this kind of work has 
long been out of use, and very few codes would allow a 
vent of this description, although cases will arise where 


other words, 


the vertical vent would be impossible, as in the case of 
some bathrooms located over a large living room or store, 
where the partitions are not over one another and the 
fixture sits over the center of the living room, or the 
toilet sits over a lower partition, where the ceiling as a 
rule, cannot be furred.’’. 

The point that is brought 
graph is illustrated clearly by Figs. 
tainly represent difficult situations. 

The Los Angeles definition of a wet vent, discussed on 
page 25 of the August 29 issue of “Domestic Engineer- 
ing,”’ is here illustrated by Figs. 4 and 5. 

Our own interpretation of the wet vent is shown in 
Figs. 6 and 7. 

In Fig. 6, a portion of the bathtub vent is used as the 
waste for the lavatory, and in Fig. 7 a portion of the 


ln 


in the preceding para- 
2 and 3, which cer- 


out 
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Fig. 2 


Fig. 3 





- to do about it? 

“is ae Wea Fernando, Calif., 
1 attempts to come to the rescue on page 
25 of the Aug. 29 number, by proposing 











San 


“washed vent,”’ which, as applied to our idea 
bad. 
wet 


the name 
of the vent, as shown in not so 

However, with the the 
vent that seems to exist, we think a different name should 
6 and 7. This type 
and is being 
accepted in many under proper 
conditions, and for this reason it should be given a name 
that does not methods that 
correspond to the other two interpretations. 

In our study of the plumbing codes of the country, we 


Figs. 6 and 7, is 


varied understanding of 


be found for the vent shown in Figs 


of vent is coming more and more into use, 


cities as good practice 


confuse it with the incorrect 


found many codes that denounced the wet vent and 
strictly prohibited its use, and we are more than half 
inclined to believe that it was not ‘four’? wet vent, but 


these other two that were thus outlawed, and indeed we 
hope this is so, for both are very poor practice, whereas 
the kind of wet vent shown’‘in Figs. 6 and 7, seems to 
us entirely legitimate when rightly used. 

To us the situation that has been uncovered concerning 
leaving the 
suggestion. If 


wet vents is very interesting, and we are 
subject open for further 
you have anything to offer on the subfect, please let us 
have it. 

Strangely enough, in attempting to show the difficulty 
of installing vertical vents conditions, Mr. 
Hey has shown in both Fig. 6 and Fig. 7, excellent ex- 
amples of the Los Angeles conception of the wet vent. 


Mr. Hey’s interesting letter goes on to discuss the sub- 
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comment and 


under some 



































Fig. 4 
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Moline Heat is the application of an 
engineering principle rather than auto- 
matic apparatus for the distribution and 
control of steam for heating purposes 


“MOLINE HEAT” heats every radiator 
simultaneously, regardless of its distance 
from the source of supply. 


“MOLINE HEAT” heats each radiator as 
much oraslittle as required bythe occupant. 


“MOLINE HEAT” is easier to control at the 
source of supply than any other method. 
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ness—more profit—more customers. 


Send for a Moline Heat Book. It gives a great deal 
of information about heating. It contains very pro- 
fitable ideas for contractors. 
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you. There are 60 pages of vital matter. Mail the 
postal today. 
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Fig. 6 


ject of the “loop or circuit vent,’’ as presented in our 
article in the August 15 issue of ‘‘Domestic Engineering,” 
as follows: ‘‘Now as to circuit vents, as shown on page 24 
of August 15 issue, Figs. 2 and 3, Ohio code; in circuit 
venting under our code, we do not require the bends or 











the revent next to the stack, but tees are not allowed. 
Connections must be made with Y’s or combination Y's 
and % bends. The Ohio code is good, but in preparing 
this section of our code, we believe this was gone into in 
a thorough manner, and studied from all angles, and 
while the revent was discussed, we could not see any 
~~ rf 
| | 
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: “First.—All toilets 


must syphon themselves 

in order to be sanitary 

or in working order. 
“Second.—All toilets 


have a refill for the trap 
Wash Trays 
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seal. 
“Third.—It 
impossible to 





would be 
create a 
vacuum in this line, by 
the discharge of fixtures 
in the soil line, regard- 
the number of 
and a vacuum 
is necessary in order to disturb the trap seals. 
“Fourth.—tThe only use of a vent is to prevent syphonic 
action in the trap, other fixtures 
disturbing the trap seal by back pressure or syphonage. 
“Fifth.—As the prevent the toilets 
from syphoning, as stated in No. 1, we believe the revent 
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Fig. 10 less of 


fixtures, 


or the discharge from 


revent does not 

to be an extra expense. 
“Sixth.—-The size of the waste and vent 

by the number of fixtures, and we believe the same to be 


was regulated 


ample to prevent either syphonic action or back pressure. 

“This refers to toilets only, as we allow no small fix- 
circuit vent. 

“In concluding, will state that discussions of this kind 
are of benefit to all who are interested in the plumbing 
business, and may lead to a national code, of which we 
are greatly in need, but we do not agree with all of the 
code as prepared by the Hoover committee. We believe 
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Everlasting Hard Rubber 


Seats 


Patented 


A hinge that holds 
forever! 


Molded in one lasting piece, an Evernu 
Hard Rubber Seat will last forever—there’s 
practically no wear-out to it. 


But what of the hinge? That, too, will 
last forever without the slightest loosening 
of its vise-like grip. The pure hard rub- 
ber takes a steel-like thread. Even after 
a lifetime of service the hinge will be as 
firm as the day it was instelled — will get 
tighter as the steel lugs “freeze” into rub- 
ber. This is a bar hinge of the concealed 
type and is extra heavy. A check is pro- 
vided on seats without lids to prevent the 
seat from falling back against the valve 
wall or tank. There is no metal on the 
top or bottom of the seat. 
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The regular equipment is nickel plated, 
cast brass. However, architects may, if they 
wish, specify white metal hinges. On all 
Evernu Hard Rubber Seats without a covera 
check hinge is used unless othewise specified. 


The Evernu Guarantee is unconditional. 
The hard rubber is impervious to acids 
and cleansers and is unaffected by steam 
and low temperature. There is a model 
for every type of bowl. 


In public lavatories, where use and abuse 
are hardest, the Evernu is proving its 
greater durability and greater economy. 


Write today for a catalog and cross sec- 
tion of an Evernu Seat. 


NEVER SPLIT SEAT COMPANY 


Dept. 21, Evansville, Indiana, U.S. A. 
Founded 1905 











Evernu—the perfect seat—is made of rubber 
molded in one lasting piece. 
provides great strength with lightness. The 
nickel-plated,bar hinge,concealed type,is secured 
by heavy threaded lugs that will hold forever. 
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The hollow center 


When a wood seat is 
needed, install 


NEVER-SPLIT 


It is famous for the bolted 
construction that makes 
splitting, warping, and 
separation of joints im 
possible. The grain of 
the carefully seasoned oak 
and gum runs around the 
hole and withstands every 
strain. Each seat is hand- 
brushed and beautifully 
finished, and there is a 
model for every type of 
bowl. 
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Fig. 12 


to mean that it had merit. We would be more than 
pleased to hear what the defense of this revent is. 

This is not the first time Mr. Hey has shown his interest 
and friendliness for the work we are trying to do in the 
study of plumbing codes, and we certainly appreciate the 
good that we always get out of his letters. 

Another good friend among the plumbing inspectors, is 
Mr. Henry Bohn, of Zanesville, Ohio, a city which is 
operating under the Ohio plumbing code, mentioned 
earlier. 

Mr. Bohn was thoughtful enough to send us recently 
quite an assortment of material coming through his office, 
some of which will be of interest. 

Among other things received was a set of examination 
papers, with a drawing worked out in answer to the re- 
quest to “Make a drawing of the plumbing for a duplex 
house, with bathroom including shower bath, sinks, laun- 
dry tubs in basement, and floor drain.’”’ The work was 
well done, and reflected credit on the man taking the 
examination. We reproduce it in Fig. 10. About the 
only thing we can criticize is the fact that continuous 
vents are not used for the bathtubs and shower baths, 
and often, as in Fig. 2, it is impossible to use such a vent. 

Another examination paper called for the making of 
a drawing for a three-family house. This also showed a 
first class knowledge of plumbing, and we begin to think 
that the people around Zanesville 
know a thing or two about plumb- 
ing. We show this in Fig. 11. 

The thing about this work that is 

of special interest is the manner in 
Lt) 44) which the soil stack and the sink 

stack are run. We can best express 
the thought that is in our mind, by 
showing in Fig. 12, the method that 
we think would ordinarily be fol- 
lowed in installing the work of 
Fig. 14 Fig. 11. 
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WHICH IS BETTER, 29 JOINTS OR 38? 

OT a word can be said against the sanitary worth of 
N the method of Fig. 11, but is the work of Fig. 12 
not simpler and therefore more effective? A good com- 
parison to make is that of the number of joints called 
for. The number of joints on the main soil stack and 
main vent stack of Fig. 12 is 29, and of Fig. 11 it is 38. 
The number of fittings in Fig. 12 is 9 and in Fig. 11 the 
number is 14, and certainly the labor on the Fig. 11 work 
must be the greater. 
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Fig. 13 


Often in the drawings submitted on the drawing prob- 
lems that are discussed in the Schoolmaster and His Class, 
the same method followed in Fig. 11 has been noted, and 
we have wondered just what was the idea back of the 
method. The very same thing has appeared in so many 
drawings that have come under observation, that we be 
lieve there must be some argument in favor of the method 
If Mr. Bohn or any other friend will go into this thing 
and give us the arguments in favor of it, we shall appre 
ciate the favor. If each one will, in this manner, take an 
interest in these discussions, all will benefit. 

Zanesville, in common with many other cities, demands 
a drawing showing the layout of any piece of plumbing 
construction for which a permit is asked. One of the 
items that Mr. Bohn sent us is an application for permit, 
containing a drawing such as Fig. 13. 

Two points we want to touch on in this drawing 

In the first place, this is a single-line drawing, whereas 
the others that we have shown were double-line. Our 
comment is that the single-line work is so clear that it 
seems hardly worth while on such drawings as these, to 
go into the extra work required on the double-line 
drawings. 

The other point concerns the venting of the two pairs 
of lavatories on the first floor. Unless there is the possi- 
bility of future plumbing connections being made on the 
floor above, it seems to us that a much simpler method 
would be to stack-vent the fixtures as in Fig. 14. Letters 
discussing these problems are solicited. 


f 
| 
| 





44 DOMESTIC ENGINEERING January 30, 1426 


Boiler Ratings in Terms of 
Service 



































Saas (Continued from Page 35) 
* & bers of tests, and these are accepted as about right. As | 
z e said, they may vary a per cent or two, according to cir 
2 ® cumstances. So we take these as about right, and when 
e I d M d | “R” a we consider the duty a boiler has got to perform, we must 
e mprove Oo e a think of more than the square feet of radiation. Twer 
a Ps . five per cent of its duty has to go towards the chimney 
s Automatic a take that chimney off, that boiler isn’t going to produce 
any work, no more than vou will if you don’t eat; no more 
e * « than you can enjoy a good cigar when you don’t pull on it 
e Cellar Drainer a So when figuring on a boiler, don’t overlook the fact 
2 ae that the square feet of radiation that goes into the build 
& ? . — * ing is around sixty-five per cent of the total work 
& Requires Less Pipe Fitting fe boiler has got to do; for if vou don’t calculate the r- 
of these thing you are more or less to blame for not 
= ” ; S putting in the right size boiler. Perhaps you can see where 
mw The latest “Penberthy"’ model is equipped g the adding or doubling of sq. ft. comes in, right her 
@ with a strainer of large surplus area which Suppose you take one thousand feet of radiation, rating 
e catches all dirt and eliminates valve seat . your boiler in the above proportions, then in picking out a 
e leaks and choked ejector jets, besides serv- | boiler, instead of getting one at one thousand feet, you 
B ingesa pipe union. Thismeans tes pipe Gey | Pick oct & two-thousand foot boiler, which will perhap 
gm fitting when the drainer is installed and gi | Produce two thousand feet considering all the work that 
; boiler is going to do. When you only have a one-thousand 
@ =spractically no maintenance afterwards. a leet fob; yas tenes only Acid hall the story, for yeu should 
a @ idd to it the required number of feet of radiation for 
2 All working parts are | chimney and other losses 
s above the water line. e 
a No slime or corrosion a FIRING PERIODS 
can interfere with the ET us assume that you want a boiler which is rated at 
S operation of the “Pen e | 4 5ix hundred feet and that you want an eight-hour fir 
:s berthy’’ Improved & ng period. Look over the results of the tests made for 
i | Model “R is a inufacturers, and find that a twenty-inch boiler will pro 
® , ® e six hundred feet of radiation if it has a firing period 
a e eight hours: that is, if it has enough draft there to 
. : rn fuel enough to generate the amount of steam repr 
a PENBERTHY s ed by six hundred square feet. Now. if you pick out 
s INJECTOR ExX?. . one-thousand-foot boiler, twenty inches in diameter, or 
* Established 1866 a pla the ix-hundred-foot boiler on a higher chimney 
% 1244 Holden Avenue & thereby obtaining more draft, it will produce on this chim 
ra DETROIT, MICHIGAN | ney one thousand feet of radiation instead of six hun 
ls rer aay a dred It will also have a firing period entirely different 
The firing period in the six hundred-foot case would be long 
es ® is well as a slow rate of combustion; the coal wouldn't 
Ll a burn very fast. Inthe one-thousand-two-hundred-foot boile: 
s “Installs That’s All”’ the firing periods would be short, and you would fire th: 
& | viler often So that if a thirty-inch boiler is rated to do 
= | twelve hundred feet of radiation as stated above, yo 
Py P| might save installation cost in dollars and cents, but 
. would not do so in labor and service, for the boiler would 
s have to be fired about every two hours instead of ever 
Ld a ght hours. Therefore, the firing period has a direct bea: 
s . ing upon the service a boiler will render as well as th: 
| Ls imount of fuel that is burned, as you can see. Of cours: 
ie 4 there are some instances where the two-hour firing period 
e Py is all right, as in an apartment house where there is a 
a ® janitor, but in dwelling houses a long firing period should 
exist, and vou can’t put in a boiler with a high rating anid 
ad ad very short firing period, when you must have an eight-hou 
= ® period, which of course brings your rating down 
€ * Most of the tests made on boilers today are with a: 
aaa is thracite coal which allows long firing periods Bur! 











bituminous coal, and it means shorter firing period 
Bituminous coal burns freely, with considerable amount « 
smoke, needs frequent attention, all of which will tend t 
shorten the firing periods. Soft coal therefore, will chans 
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loomington High School 
Bloomington, Illinos 







Architect: 
A. L. Pillsbury 
Plumber: 
Ross Johnson 


Centralia High School 
Centralia, Lllinois 


Architect 
A. L. Pillsbury 
Plumber: 
Fowler Brothers 
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; Boys’ Toilet ie Poa 
West Ward School Plumber me ee ry 
Plumber: Wabash, Ind. Hitskind Heating & Plumbing C Plumber 
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Meeting the Requirements of Sanitation 
At Low Maintenance Costs 


Nowhere is plumbing subjected to more severe 
usage than in the school. In spite of this fac*, 
sanitation must be constantly and perfectly main- 
tained and health preserved. In addition, low 
repair, replacement, operating and water costs 
are essential, 

One of the biggest reasons why Clow plumbing 
has established its ever increasing preeminence 
in the school field is the care taken to assure that 
Clow design, workmanship and operation will 
successfully meet these strict requirements. 


For example: Clow equipment is put through 


the Clow “scteup” test before it is shipped. The 
various fixtures are set up, Just as they will be 

the actual installation, and ; ested to assure 
that they are in perfect working pa 2 


As a result, every picce of equipment that bears 
the name Clow is of known and assured quality. 
There are no rejections on the job, and there are 
no high fitting, repairing, replacing or operating 
costs on the installation. 

Leading architects recognize this and prefer Clow 
for all exacting Plumbing jobs in their public 


building work, 


JAMES B. CLOW & SONS, 201-299 N. Talman Ave., CHICAGO 
Sales offices in principal cities 
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»y FITTINGS 


Quality is demonstrated by their performance 





CAST IRON 

OR MALLEABLE 
SCREWED 
FLANGED 
DRAINAGE 

for steam, water, 
gas, oil or air 





Earl Thompson 


never looked at his competitors 


HIE Y were there at his side all the — thing—how the fitting will serve the job. 
time, sometimes pushing him to 


: Exact alignment, perfect threads and 
break world’s records, but his eyes were 


flanges, chamfered faces, fine finish— 
these are simply details in Stockham 
general excellence. 


always straight ahead, toward the tape. 
And there was an even finish to his 


stride that was a joy to see, and that ; a 
_ , And Stockham fittings are not only 


made that extra shade better, but their 

Perfect form, plusa strong heart, can distribution is more economical. Sold 
disregard competition—it will win most — only through your jobber—the man who 
of its contests. That is the basis of the best knows your needs, doesn’t over- 
Stockham organization, of Stockham _ stock you, always has ample supply and 
products. They are headed toward one always is your friend in time of trouble. 


racer  STOCKHAM _ —7 pete 
PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALA. 


Warehouses with Complete Stocks in: 
BROOKLYN, N. Y. CHICAGO, ILL. LOS ANGELES, CAL. SAN FRANCISCO, CAL- 


almost always won the race. 
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DOMESTIC 
the rating of boilers inasmuch as the firing period is 
changed. - 

I have tried to make myself clear on an important 
point in the rating of boilers, namely the factor of chim- 
ney and combustion rate. I have termed it here ‘height 
of chimney” and I believe catalogs should tell exactly what 
each boiler will do with different heights of chimney. That 
is to say, it will not do to say that a twenty-inch boiler 
will produce six hundred square feet of radiation with 
a thirty or forty foot stack. You are going to put that 
boiler on different heights of stack, and you will have to 
know what it will do under these different 
It therefore requires only the information as to the num- 
ber of pounds of steam the boiler will deliver at the 
nozzle and the rate of combustion required to do it; and 
from that can be figured the stack size. You will under- 
stand exactly how you can take your combustion rate and 
convert that into height and diameter of stack from Pro- 
fessor Estep’s lectures. From this information you can 
compute the amount of coal the boiler will require, to 
produce a given number of feet of radiation or pounds of 
steam at the nozzle. It doesn’t require any complicated 
formula, but can easily be ascertained. 

I firmly believe if we wouldn’t try to complicate our 
ratings by anything except the amount of fuel we burn 
according to the number of pounds of steam delivered at 
the nozzle, about ninety per cent of our boiler complica- 
tions would disappear. I do however, agree that the 
efficiency of some boilers will naturally be higher than 
others. That is a question of design, but the boiler with 
the highest efficiency must burn coal at a given rate to 
produce a certain number of pounds of steam. 

I saw a type of equipment not long ago 
ratings were in percentages. For instance, 


conditions. 


where the 
one many- 


EVERITE 


PUMPS AND WATER SYSTEMS 
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facturer’s rating was ninety-eight per cent. That wasn’t 
a boiler, An- 
other manufacturer said his product was ninety-seven per 
and another said his half 
When vou come as close as that, 
it doesn’t make 


however, but another piece of equipment. 


cent was ninety-seven and a 


to one hundred per cent 


any difference which you select to do the 


work, at least to my mind 
DISCUSSION 
N answer to the direct question of whether I believe 
boilers are over-rated or not, my experience has been 
that the recent ratings are not over-rated, but there is a 


lack of information which should be given with each rating 
so that all the 
burned in boilers will be 

The fire or flue gas 
resistance, more in some 
slightly greater draft will be required in a boiler offering 
the most resistance. 

The 


of boilers, conditions under which fuel is 


given with each rating 
offers 


the boiler 


boilers than in others, 


travel in some 


so that a 


square feet of grate plus the depth of the fuel bed 


will give the number of pounds of coal burned, from 
which can be obtained the flue capacity or the number of 
pounds of air necessary to complete the combustion of the 


the 
chimney 


coal. The greater the amount of fuel burned, greater 
the of air necessary to pass up the 


A boiler with a capacity of 400 square feet can be at 


volume 


tached to a stack capable of taking care of a boiler with 
1,200 square feet. It will be necessary, however, to have 
controlling dampers in the smoke pipe. With the same 
boiler producing 400 square feet and 1,200 square feet 


but with different flues, the 1,200-square-foot boiler would 
have a short firing period, 
while the 400-square-foot boiler would have 


period and a low stack temperature. 


and a high stack temperature, 


a long firing 


EVERITE Pumps and Water Systems are 


just that 


right to sell and right to use. 


It may be easier to sell a cheaply made 
pump—at first—but a few service calls 
will soon eat up your profit. 


EVERITE Pumps give 24-hour service, 
365 days a year, with no other attention 
than an occasional oiling. They sell and 


stay sold. 


If that is the kind of equip- 


ment you want to sell, write us for full 


details—NOW. 
EVERITE PUMP & MFG. CO., Lancaster, Penna. 
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The Heating Contractor who 
values his reputation cannot 
afford to make his selection 
from a line of boilers which 
is limited to ‘‘Large’’ and 
‘*Small,’’ ‘‘Steam’’ and 
‘*‘Water.”’ 


ad Boilers 


include a type and size to meet 
every heating requirement in 
the most satisfactory and _ eco- 
nomical manner and each model is 
the result of more than 50 years’ 
experience in the manufacture of — 
high grade heating equipment. 


| 


It will pay you to send for our lat- 
est bulletin describing the Gurney 
‘*400 Series’’ Boilers for residence 
installations. 


| 





Do It Now 
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GURNEY HEATER COMPANY, Incorporated 
NEW YORK, Manly St. Cor. Anable Ave., Long Island 
PHILADELPHIA, 108 North 17th St. 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 


Business in plumbing and heating has lost none of its 
strength. Current 
the season, but building operations are continuing at an 
unusually good rate under the circumstances and the turn 
satisfactory 


activity is somewhat curtailed due to 


over of jobbers’ stocks aggregates a very 
volume. Buying is mainly for fill-in lots at this time, with 
jobbers’ stocks at fair lines 
Manufacturers are shipping promptly as needed 
some cases, still have a good quantity of business on their 
books for later release. Prices did not change this week 

Architects are generally busy. A large amount 
work is on their and 
enough jobs to assure brisk activity for some time after 


working levels in most 


and, in 


of new 


boards contractors are figuring 


they are started. Building permits issued in Chicago last 
week amounted to $7,324,000 in comparison to $5,700,000 
A recent issue of the Chicago 


that 


the same week of last year 
Chamber publication 
plats have been brought before the county 


of Commerce states tentative 


commissioners 


for subdivision projects sufficient to provide space for 
homes for an additional 150,000 people and even more 
ambitious plans are included in the 600 or more sub 


division projects which are already under consideration 
It goes on to say that many subdivisions are building up 
rapidly and, while others still stand vacant, the pressure 
toward the little 
sign of diminishing as long as the prospective home owner 
large manu 


that 


ownersbip of individual homes shows 


retains his present degree of prosperity. A 


facturer of boilers and radiators has estimated this 
year will see a continuation of the huge building program 
of 1925, with homes and small buildings pre 
dominating in number 


quite well with these subdivision figures 


apartment 


Such an estimate corresponds 


Downtown construction, however, does not lag behind 


according to this same source of information During 


1925 the building projects started or completed amounted 


to more than $94,000,000 in principal structures alone 
and the building already arranged for 1926 involves 
expenditures in excess of $54,000,000 Plumbing and 
heating should find reasons for optimism in such pros 


pects 
unfilled 
plumbing fix 


Statistics on net orders received, shipments 


orders and stock on hand of vitreous china 


tures for December were issued during the week by the 


Department of Commerce Net orders received for all 
classes of fixtures amounted to 275,710 pieces of regular 
selection ware and 21,241 pieces of cull grade ware. Ship 
ments of regular selection totalled 236,763 piece of cull 
grade 35,952 pieces. Unfilled orders at the end of Decem 
ber amounted to 508,308 pieces of regular election ware 
and 51,876 pieces of cull grade ware Finished stocks 


on hand at the end of the month totalled 439,830 pieces of 


regular selection ware and 54,345 pieces of cull grade 
ware 
Soil Pipe 
Although the soil pipe market is active in that foundry 
shipments are in substantial tonnage and jobbers’ sales are 


the result 


develop 


the activity is 


reflects 


at good figures for this season 
of earlier 
ments Foundry prices have not changed 
sheet still prevailing 
sheet, but nothing in the shape of a buying movement is in 
Jobbers’ stocks are adequate for current needs 
and being kept filled by the 
Foundries’ order books show a good tonnage on specifica 
would prob 


few new 


the 


commitments and 


November 


There are some purchases at this 


progress 
foundry 


releases on 


are 


tion which, as mentioned several weeks ago, 


ably meet jobbers’ requirements well into February 





URRENT activity in plumbing and heating is 

brisk for the season, but, as a rule, it is being 
taken care of on present stocks and earlier commit- 
ments. New buying, by both the jobber and the 
trade, is confined mainly to fill-in lots for actual needs. 
Wholesalers’ stocks have been built to working levels 
by January shipments and buyers are waiting for the 
open season to bring about the heavy movement which 
known needs already assure before again entering the 
market in a big way. Manufacturers’ shipments are 
still in good volume against jobbers’ releases on con- 
tracts placed earlier. Production is proceeding at a 
good rate and stocks at sources are being kept well 


filled against future demand. 





BUYING MAINLY FOR FILL-INS 


Architects’ offices report a large amount of new 
work on the boards. Contractors already have secured 
a good amount of work and are figuring enough to 
dispel any doubt that the next several months are 
going to see plenty of building. No changes in prices 
were announced during the week. As a whole, manu 


facturers and maintaining established 


markets and this year has not yet brought out the mad 


jobbers are 


scramble for business that resulted last year in con 


cession after concession. Many New England jobbers 
are reported to be passing business that 1s being 
shopped for below market prices. In some of the 
Pacific Coast jobbing centers there has been a gen- 


eral stiffening of jobbers’ out of stock prices. 
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A Forward Step in 
Water Closet Design! 


“A (OW comes a step far in advance in water 

, Closet design and construction. It marks 
the first radical change since 1900. It is the 
ONE-PIECE T/N WATER CLOSET, attrac- 
tive enough in design for the finest palace, mod- 
erate enough in price for the most modest home. 


t 


We will be glad to give you full particulars” 


about this ideal and unique water closet. A 
fixture offering many real sales points. 


W. A. Case & Son Mfg. Co. 
220 Delaware Ave., Buffalo, N. Y. 


Pottery: ROBINSON, ILI 
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WATER CLOSET 
SILENT NON-OVERFLOW 

















TRADE MARK PATENTED AND PAT. PENDING 


____ 
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¥ 


Many Exclusive Features~ 


No tank to attach to the wall; 
only two connections; non 
overflow; specially designed 
fittings —we could enumerate a 
long list of special features if 
space permitted. Better write us 
NOW and get the particulars! 
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; Steel Pipe 
A steady movement of this commodity is reported by 
mills and jobbers. Tonnage is not large, however, and 
orders on file at the mills represent actual needs more 
than anticipation of estimated requirements. Jobbers 
are keeping well abreast of the trade’s demands and have 
a fair number of orders ahead. Mill shipments can be 
made in satisfactory time. It is said, that current opera- 
tions of pipe furnaces throughout the country are about 65 
per cent of capacity. Mill prices continue firm and un- 
changed. 
Wrought Iron Pipe 
Building in process of construction is maintaining 
wrought iron pipe shipments to this territory in good ton- 
nage and accounts for a substantial business on mills’ 
books. Jobbers’ commitments are not large, representing 
mainly a movement to keep stocks filled at a minimum 
working level. Shipments can be made promptly from the 
mills. Prices are firm and unchanged at the level in 
effect for the last 3 years. 
Snameled Ware 
There is a fair call on the jobber for this material, met 
promptly by stocks which are being kept fairly well filled 
and assorted. Jobbers are ordering for needs and releasing 
shipments against specifications placed earlier. Manufac- 
turers are working at a good rate of production and stock 
ing against later demand. Deliveries are going forward 
promptly as needed. Manufacturers’ prices continue firm 
and unchanged. 
Pottery 
There is still no tendeney among jobbers to push things 
They are keeping abreast of the demand from the master 
plumber and covering for a short time ahead. Many mas- 
ter plumbers have blanketed their needs for the next 
several weeks and are taking the material out steadily as 
consumption requirements dictate. Potteries have ade 
quate stocks of staples and report ability to give prompt 
service on shipments. Prices have not changed, the No- 
vember sheet being the last issued. 
Range Boilers 
Jobbers are committed for their immediate and near-by 
needs and are still operating in a manufacturers’ market 
which has not steadied at a level which would indicate 
stability. Master plumbers have bought a fair-sized quan- 
tity of range boilers and are experiencing no difficulty 
in taking care of their needs. Those makers who are 
quoting the low prices are shipping steadily against 
specifications and are meeting dates fairly promptly. One 
maker who is operating on the August sheet reports good 
support from many wholesalers to his campaign of stabiliz- 
ing the market at a level which would assure profitable 
production. 
Plumbers’ Brass Goods 
Jobbers’ stocks are well filled and assorted and are 
being maintained by steady factory shipments. Orders 
on makers’ books are spaced for delivery during the first 
quarter and amount to a good volume. Current buying is 
for fill-in lots mainly, to fill out specifications on con 
tracts placed earlier. Some forward commitments are 
reported from jobbers who did not order heavily during 
November and December of last year. Prices appear 
strong and show no change for the week. 
Boilers and Radiators 
Current requirements of the trade are not heavy. Ship- 
ments against contracts placed earlier are in fair volume 
and new jobs are being contracted for to some extent. 
Some buying for stock is reported as the approaching low- 
priced period provides an incentive. Deliveries can he 
made promptly. Prices are unchanged. 
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NEW YORK 

Master plumbers, heating contractors, jobbers and manu 
facturers are going about their business as though there 
would be no winter When they want material they buy 
it and delivery is made promptly Prices were unchanged 
during the week and general conditions are favorable to 
steady production and uninterrupted activity 

Soil Pipe 

Foundries report continued activity in shipping and 
the receipt of a small amount of new business Deliveries 
are good No price changes have been announced during 
the week 

Steel Pipe 

Steel pipe buying is in about the same volume as sales 

Deliveries are good Prices are firm and unchanged 
Wrought Tron Pipe 

Demand is not heavy but there is a steady call for this 
commodity Prices have not changed Deliverte con 
tinue prompt 

Knameled Ware 

There is a fair demand for enameled ware in this ter 
ritory right along Deliveries are being made promptly 
Prices are firm and unchanged 

Pottery 

There is a fair demand for taple Potteries have 
ample stocks to meet calls for quick shipment and pro 
duction proceeds at a good rate Prices are unchanged 

Range Boilers 

A fair demand is reported by many maker Jobbers 
stocks are adequate Deliveries are good Prices con 
tinue unchanged 

Plumbers’ Brass Goods 

Jobbers are well committed on their requirements. a 
a rule, and manufacturers have good bookings against 
which they are shipping steadily Prices are unchanged 

Boilers and Radiators 

New business is being placed in moderate quantities 
and shipments against old orders are in substantial 
volume. Deliveries can be made promptly Prices are un 


changed 


PHILADELPHIA 


With no unusual conditions arising during the week, the 
market presents a regular seasonable outlook, the general 
tone being good There is plenty of building going on 
production is normal and deliveries continue good 

With inventory figures and last year sales reports be 
fore them jobbers express satisfaction with the outlook 
for good business during the coming six months at least 
All concerned are hoping that even if there is a falling 
off in volume there will be more profits made. Last year’s 
sales reports show good volume but no exceptional profits 

Soil Pipe 

There was no large amount of new business during 
the week but no let up was reported in shipping against 
specifications Prices remain unchanged 

Steel Pipe 

With jobbers buying only as needed there was little 
change in steel pipe conditions from last week The 
mills are well able to take care of what business they are 
getting. Prices are firm and unchanged 

Wrought Iron Pipe 

The demand for wrought iron pipe continues season 
able. Deliveries are being made promptly Prices are 
firm and unchanged 
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E pack, for your con- 
venience, 100 assorted 
14”, 38”, 6", 34", and 75—1’ 
a" nipples in boxes. Each box 
Ye 3 is plainly labelled to show the 
complete assortment within. 


No more need to touch' a nip- 
ple until you are ready to 
use it. 


Close nipples, 14” to 2” inclusive are packed in convenient kegs, 


each keg containing one size and kind only. 
All kegs are plainly labelled on the end and side showing contents. 


It is not necessary to unpack these kegs, as they are usually left 


open for immediate use 
_ o 
need lace 


Philadelphia, Pa. 





Trade Mark leg 
U. 8. Patent Office 
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of Uniform Quality 
MADE IN ALL SIZES 


STEEL — GENUINE WROT IRON 
BRASS COPPER 
STANDARD — EXTRA HEAVY 
DOUBLE EXTRA HEAVY 
TANK NIPPLES — LONG SCREWS 


9? 


“There is a Difference in Nipples 


JR. & CO. 
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Enameled Ware 
Jobbers are buying mainly along conservative lines 
commitments being for present needs with a moderate 
amount for stock. No price change is reported. Deliveries 
continue good 
Pottery 
The pottery situation has not changed during the week 
Jobbers are buying mainly for actual needs and carrying 
only fair stocks Production is steady and manufac- 
turers can ship staples promptly Prices are unchanged 
Plumbers’ Brass Goods 
Jobbers’ stocks, as a whole, are in good condition and 
manufacturers are shipping steadily Prices are un 
changed 
Boilers and Radiators 
A slight increase in new business is reported by some 
makers Stocks are in good shape and deliveries can 


he made promptly Prices are unchanged 


NEW ENGLAND 


Activity in the plumbing and heating field is unusually 
isk for this season of the year. Apparently more busi 
ness is being done than was the case last year and in- 
Jobbers have, as a rule, 
completed inventory and have released such material as 


dications point to a continuance 


is necessary to keep stocks at good working levels. Their 
buying at present is mainly for such items as were over 
looked before inventory, but releases on business prev 
iously entered are sustaining manufacturers’ shipments in 
steady fashion. 

With figures for the past two years indicating that an 
increased volume of sales netted a very small profit, an 
effort is apparent to sell goods at a profit. Many jobbers 
are passing up business that can not be handled at a fair 
margin and this is resulting in greater stability 

New construction plans are constantly coming into the 
market for figures which, with the unusual amount of 
iobbing going on at present, keeps the trade busy. Little 
is heard of unemployment in the plumbing and heating 
industry, and present indications point to steady but not 
abnormal activity throughout the entire N. E. section 

Seil Pipe 

No price change Foundries are booking some new 
business but activity is mainly confined to shipping against 
old orders. Jobbers’ needs absorb a good tonnage of this 
material and replacements and filling in orders are being 
handled steadily 
capacity to care for the steady demand 
Steel Pipe 
Jobbers’ orders are not heavy as 


Manufacturers are working at good 


No price change 
buying is more for fill-in lots to keep stocks at adequate 
levels. Mills have good stocks and are shipping prompt!) 
when needed 
Wrought tron Pipe 

Demand on jobbers is steady but !: 
light tonnage and stocks are ample Mills report a fair 
business and are taking care of it promptly, indicating 
good stocks 


No price change 


tnameled Ware 
Prices have not changed. The demand on the joh 
ber is not heavy at this time but accounts for a move 
ment sufficient to maintain a call on the manufacturer for 
releases to keep stocks at good working levels. Manu 
facturers are working at reguiar capacity and are assem- 
bling stocks to care for orders on file for spring shipment 
Plambers’ Brass Goods 7 
Prices are firm Manufacturers are now shipping in 
good volume against business placed last year Little is 
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heard of price cutting by either manufacturer or jobber 
Most jobbers have covered for requirements for the first 
quarter and manufacturers are booked ahead to carry 
them through the winter without a let-up. Tubular goods 
are not in such heavy demand and there has been no 
change in prices announced. 
Pottery 

Jobbers are not buying heavily. Orders are confined 
to actual needs as a rule. The demand on the jobber is 
light and stocks are generally ample. Prices have not 
changed. 

Range Boilers 

An attempt to bring about a better price market on the 
part of the manufacturers is evident. This attitude is 
also reflected in quotations by jobbers, but there is no 
heavy demand from the trade and, consequently, job- 
bers’ orders to manufacturers continue to be of a pick-up 
nature. Makers are shipping promptly as orders are 
placed, indicating good reserve stocks. 

Boilers and Radiators 

The recent reductions have not brought about any 
heavy buying as actual needs for this material are not 
great There is still a good movement of this commodity 
on orders placed some time ago, however, where con 
struction has reached the point where the goods can be 
taken on to the job, and indications of future activity 
are very favorable Manufacturers have good stocks on 
hand and all orders entered calling for immediate ship 
ment are being cared for as required. 


PACIFIC COAST 


Business generally continues in conservative volume 
and is holding up to previous expectations. Building 
permits issued so far this month indicate that new work 
should furnish sufficient business for all. 

Jobbers’ out of stock prices on practically all lines of 
material are holding firm and the recent advances in out 
of stock prices in some of the Coast jobbing centers made 
the prices in the different jobbing centers nearly uniform 

Soil Pipe 

Demand for soil pipe continues fairly active. Most dis- 
tributors have good stocks and ample tonnage enroute 
from foundries to take care of present and anticipated re 


quirements. Jobbers’ out of stock prices were advanced 


about 5 per cent in some of the Coast jobbing centers 
as announced last week. 
Stcel Pipe 

The demand for steel pipe continues normal for this 
period of the year. Distributors generally have ample 
stocks and prompt deliveries can be obtained from the 
mills. Jobbers’ out of stock prices are firm and un 
changed 

Enameled Ware 

This commodity as a whole continues active. Dis 
tributors generally have ample stocks and prompt de 
liveries can be obtained from either Coast factories or 
manufacturers’ warehouses on practically all patterns of 
ware. Jobbers’ prices to the trade are holding firm. 

Pottery 

Pottery is moving fairly well and the demand seems to 
be increasing. Jobbers generally have adequate stocks 
and prompt deliveries can be obtained from Coast pot 
teries on all staple items. Jobbers’ out of stock prices 
are holding firm. 

Plumbers’ Brass Goods 

This commodity as a whole is selling in good quantities 
Distributors generally have good stocks and are pur 
chasing in view of anticipated requirements Jobbers 
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The 1926 edition of Domestic 
Engineering Catalog Direc- 
tory, now being distributed, is 
bigger and more complete than 
any former edition. It contains 





1976 pages, every one of which is 


} 
j 
t 
} 
¥ 


filled with data compiled espe- 
cially for the buyer of plumbing 
and heating supplies. 


Many changes have taken 
place and many new items have 
been introduced to the trade 
since the 1925 edition was pub 
lished. All this accumulated data 
is incorporated in the 1926 edi 
tion, making it up to the minute 
and the most authoritative buy 
ers’ guide obtainable. 


450 manufacturers show their 
condensed catalogs in the Cata- 
log Section, occupying 1291 
pages. These pages are grouped 
according to products for the 
convenience of the busy buyer. 
A complete and very compre- 





hensive index is placed in front 


1976 Pages 


Price, $5.00, Postpaid To have all these catalogs bound 


of the catalogs for easy reference. 





. : under one cover and thoroughly 
Standard Catalog Size, 734 x 105 inches. 


indexed, saves an immense 
1291 pages of catalogs of 450 manufacturers. : 


amount of the buyer’s time 


Every standard article used in the trade is listed in alphabetical order in the Classified Section 
with names of the manufacturers and trade names. Each item is indexed and crossed under every name 
by which it is commonly known. It requires but a moment to locate the source of supply of any product 
required. A great many of the items listed will be found illustrated and described in the Catalog Section 


In a separate section is given an alphabetical list of manufacturers with street addresses. There 
is also a section in back of book devoted to standard tables and rules used in the industry. 


The buyer who is familiar with Domestic Engineering Catalog Directory appreciates its value 
Many users claim they would not get along without it. 


Order your copy NOW and bring your records up to date with the latest, most authentic buying 











information available. 
Published by | 
| Domestic Engineering Company 
| Directory Department 1900 Prairie Avenue Chicago, III. 
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the different jobbing centers 


Range Boilers 
Range boiler demand, as a whole, continues fair Dis 
tributors have ample stocks which are being replaced in 
Jobbers’ prices remain 


about the ime volume as sales 


holding firm 
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Convention Dates 


February 1 and 2, 1926.—The annual convention of the 
West Virginia Master Plumbers’ Association, at Wheeling, 
W. Va. 

February 2 and 3, 1926.—The annual convention of the 
Minnesota Retail Plumbers’ Association, in St. Paul, Minn., 
with headquarters at the St. Francis Hotel. 

February 9 and 10, 1926.—The annual convention of the 
Nebraska Retail Plumbers’ Association, at Omaha, Nebr., with 
headquarters at the Rome Hotel. 

February 9, 10 and 11, 1926.—The thirty-fifth annual con- 
vention of the Ohio State Association of Master Plumbers, 
at Dayton, Ohio, with headquarters at the Hotel Miami. 
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February 10 and 11, 1926.—The winter meeting of the Fast 
ern Supply Association, in New York City, with headquarters 
at the Hotel Astor. 

February 24 and 25, 1926.—The winter meeting of the Cen- 
tral Supply Association, in Chicago, with headquarters at the 
Drake Hotel. 

March 2 and 3, 1926.—The annual convention of the North 
Dakota Association of Master Plumbers, at Minot, N. D. 

March 8, 9 and 10, 1926.—The annual convention of the In 
diana Society of Sanitary Engineers, at Lafayette, Ind. 

March 15, 16 and 17, 1926.—The annual convention of the 
Kansas State Master Plumbers’ Association in Kansas City, 
Kansas. 

March 17 to 23, 1926.—The first annual National Heating 
and Ventilating Exposition, to be held in the New Madison 
Square Garden, New York City. 

March 22, 23 and 24, 1926.—-The annual convention of the 
Missouri State Association of Master Plumbers, at St. Louls. 
Mo. 

March 23 and 24, 1926.—The annual convention of New York 
State Association of Master Plumbers, at Binghamton, N. Y. 

March 24, 25 and 26, 1926.—-Spring meeting of the Nationa! 
Association of Brass Manufacturers, at West Baden, Ind. 

March 29, 1926.—The annual meeting of the Heating and 
Piping Contractors New York State Association, at Utica, 
Mx. 

April 5 and 6, 1926.—-The annual convention of the Okla- 
homa State Association of Master Plumbers, in Oklahoma 
City, Okla., with headquarters at the Huckins Hotel. 

April 6, 1926.—The annual convention of the Massachusetts 
State Association of Master Plumbers, Inc., in Boston, Mass 

April 6, 7 and 8, 1926.—Third annual convention and ex- 
position of the American Oil Burner Association, at Detroit, 
Mich., with headquarters at the Book-Cadillac Hotel. 

April 8 and 9, 1926.—The fourth annual convention of the 
Louisiana and Mississippi Association of Plumbing and Heat- 
ing Dealers, at Bogalusa, La 





April 12 and 13, 1926.—The annual convention of the Ala 
bama State Association of Master Plumbers, at Montgomery, 
Ala 

April 13 and 14, 1926.—-The annual convention of the Mich 
igan Association of Plumbing and Heating Dealers, at Kalama 
zoo, Mich., with headquarters at the Hotel Burdick. 

April 15 and 16, 1926.—-The annual convention of the Arkan- 
sas Master Plumbers’ Association, at Hot Springs, Ark. 

April 19, 20 and 21, 1926.—The annual convention of the 
Associated Master Plumbers of Texas, at San Antonio, with 
headqua~' >rg at the Gunter Hotel. 

April .. and 27, 1926.—The annual convention of the Georgia 
State Association of Master Plumbers, at Savannah, Ga. 

April 27 and 28, 1926.—The annual convention of the Colo 
rado Society of Sanitary and Heating Engineers. 

April 29 and 30, 1926.—The annual convention of the Vir 
ginia State Master Plumbers’ Association in Lynchburg, Va. 

May 4 and 5, 1926.—The annual convention of the Florida 
Master Plumbers’ Association, at Miami, Fla. 

May 10 and 11, 1926.—The annual convention of the North 
Carolina Master Plumbers’ Association, {n Goldsboro,, N. C 

May 14 and 15, 1926.—The annual] convention of the Oregon 
Master Plumbers’ Association, at Corvallis, Ore. 

May 17 and 18, 1926.—The annual convention of the Ten- 
nessee Master Plumbers’ Association, at Chattanooga, Tenn 

May 17, 18 and 19, 1926.—The annual convention of the 
California State Association of Master Plumbers, at Los 
Angeles, Calif 

May 27, 28 and 29, 1926.—The second convention of the 
National Association of Plumbing and Heating Salesmen, in 
Detroit, Mich., with headquarters at the Book-Cadillac Hotel. 

June 1, 2 and 3, 1926.—The annual meeting of the National 
District Heating Association, at Niagara Falls, N. Y. 

June 1, 2, 3 and 4, 1926.—The thirty-seventh annual con- 
vention of the Heating and Piping Contractors National As- 
sociation, at Washington, D. C., with headquarters at the 
Willard Hotel 

June 21, 1926.—The annual convention of the Kentucky 
Master Plumbers’ Association at Louisville, Ky., with head- 
quarters at the Kentucky Hotel. 

June 22, 23 and 24, 1926.—The forty-fourth annual conven- 
tion of the National Association of Master Pliumbers, 8! 
Louisville, Ky., with headquarters at the Brown Hotel. 
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Hudson Showers 
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ay HAT is the unanimous verdict of |t 
¥ those plumbers who have had the " 
ee: profitable experience of seeing just ff 
oe how HUDSON Showers and other 
2 Bathroom Fixtures boost their sales x 
- 1 and satisfy their customers. f. 
os 
a 
i And—the HUDSON Line is com- ft 
j : plete. : 
4 , “ 
ys It contains a Shower and Combina- 
tion Shower and Needle Bath suitable i 
for every type of installation—each [ff , 
made after the most approved pattern 
and exhibiting a degree of mechanical 
- perfection rarely found at such at- 
+ tractive prices. 
+ No. 156--HUDSON Exposed Four Valve | 
‘% Shower, 24” ring, white duck curtain and 
ry pins, 7/4” tubular head, shampoo, el . : 4 
4] tothe floor. “(6"e toc). Can be fur. Order From Your Jobber t. | 
+ nished with china handles. Ka 
* ef 
3, 6 
+ Catalog No. 21 illustrating and rf 
¥K describing the complete line oe 
Ay of HUDSON Products gladly oe 
* mailed upon request. 0 
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a 4. 
t B 
BY 
: HUDSON : 
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ae i 
+ 16-20 Nassau St. 
7 Brooklyn — N.Y. 
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The Powers Shower Mixer 


The certain safety of a thermostatic mixer 
yet not thermostatic. Two remarkable and 
exclusive features make this mixer entirely 
different from all other mixers 





A Pressure Equalizing 
Valve. [hisimportant feature 
eliminates scalding and unex- 
pected changes in the tem- 
perature of the shower, caused 
by pressure changes in supply 
lines due to use of nearby 
showers, faucets, and flush valves, or failure of 
cold water supply 























Three 


advantages are 


A Safety Stop. 
importa ant 
gained through this feature: 
(1) It protects the bather 
from scalding caused by a 
“dead end” in the hot water 
(2) It saves 
(3) It 


preventing 


supply line. 


fuel by eliminating waste of hot water. 
reduces decorating expense by 
steamed-up bathrooms. 















You must. constantly keep your eye 


(3214) 


peeled for the profits, or you can’t long 


stay in business. 
two. With only one 
really prosper. 
there too, or you will have to move. 


profit 


Not one profit only, but 
you can’t 
[he second profit must be 


The Powers Shower Mixer assures the 
two profits for every Master Plumber who 


installs it. 


roughing-in detailsJsave you labor and time. 
of net cash proft. 


Cash Profit. 


selling price must be right. 


projt. 


Good Will Profit. 


The margin between cost and 
All material, labor, 
and time must be paid for, plus a reasonable 
The Powers Shower Mixer is priced 
right, and we protect you in that price. Our 
Result, a nice margin 


When you put in any 


job you must earn not only a money profit, 


but a good will profit. 


Unless you do get that 


profit, your money profits go, in getting new 
customers. The more-than-usual satisfaction 
which the Powers Shower Mixer gives your customer piles up a 


good will profit for you that is beyond computing. 
and that’s the best profit you can make. 


word along 








clubs, 
long been wanted. 


EXTRA profits are waiting for you in homes, 
hotels—where a real shower controller has 
In hundreds of places old style 


He passes the 








mixers are being torn out to put in the POWE RS. 
Show any user of shower baths this mixer, and how 
it works, and why, and nothing but lack of cash can 
keep him from buying it, because it is just what he 
has often profanely prayed for. 





| Let us send you one, on memorandum, to test out. 
foley ag a booster, once you do that. 


THE POWERS REGULATOR COMPANY 


35 years of specialization in temperature control 


2716 Greenview Avenue, Chicago 


We know you'll be 


Atlanta Charlotte, N.C. Detroit Los Angeles New York San Francisco eattle 
Baltimore Cincinnati El Paso Milwaukee Philadelphia CANADIAN OFFICES 
Boston Cleveland Houston Minneapolis Pittsburgh Toronto Winnipeg 
Buffalo Denver : Indianapolis Nashville Rochester Montreal Calgary 
Butte, Mont. Des Moines Kansas City New Orleans St. Louis Halifax Vancouver 
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Principle and Practice 


(Continued from Page 20) 
It is easy enough to check up that line of reasoning. 


You will find in every community, in any particular line, | 


at least two establishments representing opposite trends 
of policy. One does business on the basis of price; the 
other does business on the basis of quality, throwing 
the weight of merchandising into the scale to educate its 
buying public in the reasons for its higher prices. We 
shall, of course, never be able to educate the entire public 
to buy on the basis of quality. But there will be a 
section of that public which will be governed by quality. 

While this thought of merchandising in order to over- 
come competition has reference to job work, do not over- 
look the fact that it is the first step toward establishing 
your business in such a position that you will enjoy the 
same reputation with reference to new work. In fact, 
we quoted in these columns a few weeks back just that 
statement from a man who broke out of the vicious circle 
of price competition. He built a reputation for quality 
and service on job work, and by consistently merchandis- 
ing his business, came at last to the point where that 
reputation was standing him in good stead with reference 
to contract work. 


PROFIT, NOT PRICE, COUNTS 

T ISN’T the price you get, it’s the profit, that builds 
I up your credit, enables you to expand your business, 
to fulfill the ambitions every man has for himself and 
for his family. It isn’t volume, but margin of profit that 
gives a man standing with the bank when he needs to 
make a loan. It isn’t volume, it’s profit that enables a 
man to speak with authority in the councils of his industry. 

So the answer to the question, “Do you include over- 
head and profit in your estimatés?’’ when put to Mr. 
Young is answered promptly in the affirmative. A man 
doesn’t think soundly in one direction and not in another. 

Another thought in connection with the service offered 
is expressed by Mr. Young, with reference to carrying 
accessories. He feels that in keeping a stock of acces- 
sories on hand he is rendering a service to his customers. 
Again he is in line with modern merchandising. We make 
fun of the drug store because it seems to carry every- 
thing. The chances are that the drug store’s profit from 
a general line of merchandise has been built up on the 
lost opportunities of other retail shops. We in our field 
ought to keep the accessory business in our own estab- 
lishments. It is the logical place for the public to find 
them. It will aid in establishing the habit of coming to 


the plumbing and heating store to make purchases. And, | 


properly merchandised, the sale of accessories will go a 
long way toward defraying some of the overhead expense. 


I often wonder in how many concerns in the retail 
field—I mean in all lines—regular organization meetings 
are held. It seems to me to be an impossibility for the 
man whose ideas are going into the business to have 
those ideas put into operation in the way he wants them 
to be, unless he meets with his men now and then and 
refreshes his ideals in their minds. Once a month the 
men who work for the Dayton Sanitary Engineering 
Company meet, on the company’s time. Here they are 
put in touch. again with the policies of the company. 
Service, quality, workmanship and materials are discussed. 
These meetings are undoubtedly in part responsible for 
the company’s growth. First the merchandising, and 
then the service—and the men who must render that 
service can make the merchandising program useless if 
they are not kept in step with it. 
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USE 


STRINGER 
HUB DRAINAGE FITTINGS 


FOR THE SAKE OF ECONOMY 


They slip and caulk, eliminating long screw 
connections, unions and “‘R” and “L”’ nipples. 
STRINGER HUB DRAINAGE FITTINGS 
reduce roughing-in costs and ADD PROFIT to 
the job. 


Write today for Catalog “‘H” which illustrates 
fittings to meet the needs of your locality, 


STRINGER BROS. CO. 
1100 W. 38th STREET t! 33 it CHICAGO, ILL 
Manufacturers of 
Economical Cast Iron Roughing-In Systems 
for Any Type Building 
Warehouses: Chicago, Ill., Gadsden, Ala. Factory: Gadsden, Ala. 











—_—*+} 

























ADLER BLAST HURL 
PATIENT FROM. BE 


Floor of Store Is — em: fr } 

‘ May be set to reiieve 
and Proprietor Knocked cs as 0%, 300 wad 
Down 130 lbs. 


Sectional View, 
Model No. 1 for 
uarding domestic 
ot water supply sys- 


Excitement and considerable prop- 
erty damage marked a terrific explosion 
of a hot-water boiler in the cellar of 
a haberdashery at 5518 Baltimore ave- 










nue shortly before 6 o'clock last night. 
No one Was injured, although a sick 
woman upstairs was hurled from beg 
and the proprietor of the store, Sam 
Gutgtein, floored by the explosion. 
The cellar was wrecked, plaster w 
torn off walls and ceilings, the floor 
the store was upraised, the bulk window 
facing on Baltimore avenue shattered, 
rockery in the apartment on the sec- 
ynd floor occupied by Mts. D. Parker 
Mumma, Jr., was sent crashing to t 
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If this were your job— 


it could have only one effect on your business. 

Protect your work with a Red Top Relief Valve, Model No.1. Fore 
stall the damaging effects of such explosions as this. 

Red Tops are the only valves for the purpose which are given the 
official approval of the Underwriters’ Laboratories, Inc. 


NEPTUNE METER COMPANY 
50 EAST 42nd STREET, NEW YORK, N. Y. 
Branch Offices in Principal Cities 





Red fop Relief Valve 
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“AVON’’ SEMI-VITREOUS 
PORCELAIN WARE 


Plate 78E— Junior 

























Especially Adapted for Schools — 
No Boy too Small to Use This Stall 


The first cost of these two Durlex stalls is 30 to 50% less 
than a two-piece battery of 18 inches or 24 inches old style 
regulation stall urinals. 
Sanitary conditions 

are improved to the 

state of absolute per- 

fection through the 

elimination of unsight- 

ly, troublesome and 

unsanitary joints. 

The inlet spreader is 

made of earthenware, 

integral with the top 

of the stall, and flushes 

thoroughly every part 

of the surface to be 

flushed. 





Sold through 








jobbers 
Plate 79E 7 of 
—Senior plumbing 
We recommend supplies. 


his type of uri- 
















pal (Plate 791 
for all classes of ba 
buildings where W rite us 
= ay for ; 
descriptive 
circular. —— row 





Wheeling mermaid Mfg¢. Co. 
Wheeling West Virginia 


VITREOUS CHINA—Closet Bowls and Flush tanks of all kinds. 
SEMI-VITREOUS PORCELAIN— 
Baths, Sinks, Lavatories, Drinking Fountains, Urinal Stalls, etc. 
ENAMELED IRON—Baths on feet and on base. 


RANCH OFFICE AND SHOW ROOM: 
315 WRIGLEY BUILDING, CHICAGO, ILLINOIS 


Williams & Devitt Warehouses, Harrison, N. J., and 


, “alll, 146th St. and Exterior St., N. Y. City 
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Wisconsin Opposes Permanent 


Office 


(Continued from Page 21) 


Membership: Carl Marquardt, Oshkosh; F. D. Branson, 
La Crosse; Jos. Wittig, Milwaukee. 

Press: Geo. F. Reeke, Green Bay; F. D. Branson, La 
Crosse. 

Sergeants-at-Arms: Geo. Kienholz, La Crosse; Walter 
Dusold, Milwaukee. 


TO EMPLOY ORGANIZER 

EFORE President Kuetemeyer read his report, he 
B talked of the growing tendency in certain municipal- 
ities of various factories and institutions handling their 
own piumbing and heating contracts. They employ their 
own labor, buy their own material and disregard the 
plumbing and heating contractor, although he pays taxes 
to support such municipal institutions Mr. Kuetemeyer, 
therefore, urged the master plumbers to combat this situa 
tion and take enough interest in polities to see that men 

who favor the contractors are elected to office 
In his annual report, he advocated the spirit of “live 


’ 


and let live’’ among the members and told of how funda 
mental to success was such a spirit in associations He 
quoted figures showing an increase in membership, 387 on 
January 1, 1925 4104 on January 1, 1926. In this regard 
Mr. Kuetemever stated that he is not in favor of a paid 
organizer for the state He feels that the association's 
officers and leading members can do more, at less expense 
in securing new members than anv man they could hire 
He qualified his remarks by admitting that the right man 
as an organizer would be a good investment But he 
doubted the chances of getting the right man. 

Jacob Schuh, Milwaukee, president of the Master Plumb 
ers’ Insurance Co., spoke on this subject later. Last vear 
Mr. Schuh submitted the proposition that a man be hired 
to work as a combined association organizer and insurance 
solicitor, his expenses to be borne jointly by the two or 
ganizations. Such a suggestion seemed attractive at that 
time and it was voted that the matter be turned over to 
the Board of Directors, they to have full power to act 
Throughout the vear, however, nothing was done. There 
fore, at this meeting there was much discussion about 
whether the association should have an organizer on that 
or any other basis. It was finally decided that it should 
Therefore, the Board of Directors is to proceed to hire 
the right man as soon as he can be found and use its 
judgment about how best to handle his expenses 

Appearing for the first time before any convention in 
his role as secretary-manager of the Trade Extension 
3ureau, Wm. G. Bergner had a constructive message for 
the Wisconsin master plumbers, in which he stressed the 
necessity for right thinking and hard work if suecess is 
to be won. Mr. Bergner first told of his past experience 
as a master plumber and as an association worker to show 
that his words were founded on personal acquaintanceship 
with the industry’s problems He believes that trade 
association work is the most valuable influence in busi 
ness. And he said that with conditions as they are, it 
behooves master plumbers to decide “why we are in 
business, how we should manage that business and where 
we intend to go.’’ Study, analyze, work for a definite 
purpose—that is the road to profits and success, formed 
the gist of Mr. Bergner’s remarks. 

A pleasant interruption in the business proceedings 
came in the form of a beautiful basket of flowers, pre- 
sented by the wives of the La Crosse master plumbers to 
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Uniflow Water Softeners 


Simplicity—Rugged and Simple in Design 
here are no unnecessary Devices to get 
out of order 

Easy to Install—Softener shipped complete, 
ready to install, only three simple con 
nections, 

Easy to Operate—Just four standard valves, 
that a child can operate. 

Low Cost-—The Size No. 1, gives 600 gallons 
of soft water at 20 gr. hardness between re- 
conditioning periods, and costs only $100 
list. Size No. 2, $140. Size No. 3, $180, 


Very Large Discounts to Jobbers and Dealers 


Write for Bulletin No. 40 


The Uniflow Pump & Mfg. Co. 
Fifth and Perry Sts. tt Dayton, Ohio 
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THE CLEVELAND HEATER CO. - Cleveland 


the quality Tank Heater Builders for 20 years 
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Minneapolis Model 77 
7-jewel, 8-day clock 


Built with the precision 
of a fine watch. 


Ask 
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any jeweler 


about these features 


Ask any jeweler or clockmaker to 
examine these features of this re- 
markable clock: Its compensated 
balance, unusually heavy plates, 
genuine Breguet hair spring, 7- 
jewel construction. He will tell 
you that the workmanship and 
materials in these features and 
throughout the Minneapolis 77 
are marks of real quality and that 
these are the factors that govern 
the dependability and durability 
of any timepiece. 


The materials in the Model 77 
Clock, together with precise work- 
manship, establish a new standard 


of clock construction for heat regu- 
lation service. The Minneapolis 
organization completely controls 
the quality of the Model 77 Clock 
because it is built in its entirety 
in the Minneapolis factory. 


The simplified Model 77 Thermo- 
stat, equipped with this better 
clock, has demonstrated its reli- 
ability in thousands of homes. 
It is the nearest approach to per- 
fection in the history of automatic 
heat regulation. 


Let us send you complete informa- 
tion. Write today. 


MINNEAPOLIS HEAT REGULATOR CO. 


Established 1885 


2801 Fourth Ave., So. 







Minneapolis, Minn. 


INNEAPOLIS” 
HEAT REGULATOR 
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the Wisconsin Master Plumbers’ Association. Shortly 
afterwards, a telegram from “Grandpa” Goodman in Mil- 
waukee came in, conveying his best wishes for a successful 
convention. 
“orandpa”’ at the close of the convention. 


MUST LEARN TO SELL 

™ EORGE F. REEKE, Green Bay, past national director, 

J was on the program for a talk on estimating and he 
tied up that subject to many other matters of interest. 
Mr. Reeke said that if a master plumber is to be success- 
ful, he must learn to estimate properly. He related that 
there are often 10, 20 and 30 per cent differences in bids 
on one job, and he asked how architects could be blamed, 
therefore, for thinking at times that the plumber does 
not know his business. In his remarks on estimating, in 
which he closely followed the Trade Extension Bureau’s 
book on the subject, he reminded that overhead must be 
figured in every bid, no matter how small the business 
man. And then his subject brought him to a discussion 
of competition. He pointed out the need for becoming 
better salesmen, for it is by better merchandising and in- 
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Top picture, left to right: La Crosse, Wis., master plumbers. 
M. Hoffman; G. Kienholz; Geo. Knutson, chairman entertain- 
ment committee; W. F. Schram; Otto Marquardt, secretary; 
N. Hengel; F. D. Branson, president; 0. W. Ratz; J. H. Smith, 
and P. J. Iwerson.—Lower picture: Some of the Minnesota 
visitors. E. T. Kolar, president, St. Paul association; Axel 
Petersen, vice-president, Minnesota association; F. C. Stiller, 
treasurer, Minnesota association, and H. M. Porter, national 
director and president, Minnesota association 


creasing sales that the master plumber can overcome many 
of the unsatisfactory phases of competition. He touched 
on the necessity for more and better mechanics, quoting 
figures on the number of bath tubs shipped a number of 
years ago and the number of journeymen in the country 
at that time. There were over 125,000 journeymen when 
something like 120,000 bath tubs were sold, and in 1925 
there were 98,000 journeymen and over 1,000,000 bath 
tubs sold. Such figures mean, said Mr. Reeke, that every 
effort must be made by master plumbers to get in position 
to handle such increased production, if they are to keep 
within their province the movement of such material. 

Throughout the convention sessions, many members 
touched on the importance of becoming better salesmen. 
The desire for education along those lines and the deter- 
mination to get it could really be called the feature of the 
entire meeting. The master plumbers showed a keen in- 
sight into the real problems of the industry and directed 
their discussions along lines that would bring out the best 
thought of the association on how to meet them. 


It was decided, then, to send the flowers to | 
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This eniell ' is all 


you need to see 





The Jenkins ‘‘Diamond”’ is a sure 
sign of a valve that makes good in 
the service for which it is recom- 
mended. This mark guides the 
experienced plumbing contractor in 
selecting valves that keep his good 
work at its best. 

He knows what is back of the 
Diamond mark-——an organization 
that has maintained the highest 
manufacturing standards for over 
sixty years. 


Each Jenkins valve contains only 
analyses-proved metal uniformly 
distributed throughout the valve, 
but each before it leaves the 
Jenkins factory, passes a test which 
allows a wide safety margin. 


JENKINS BROS. 


80 White Street ..New York, N. ¥ 
524 Atlantic Avenue. Boston, Mass 
133 No. Seventh Street .Philadelphia, Pa 
646 Washington Boulevard. .Chicago, Ill. 


JENKINS BROS., LIMITED 
Montreal, Canada London, England 


Always marke d with the" Diamond" 


enkins \/alves 


SINCE 1864 
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“I am advising and installing a number of 
SPENCER HEATERS because of first-hand ex- 
perience with one in my own residence. 


“The advantages of a heater that will run 
from morning to night, without attention, 


saving at least $5.00 aton ........ 
Lite eso ewes «oo + ORR Om Ontinnty 


heater out of the running. 


“Such talking points take the heating con- 
tractor out of the low-price competition and 
give him an article with merit to sell at a 
profitable figure.” 
This letter from a Brooklyn heating contractor* is typical of 
many received from the hundreds of other heating contractors 


who, like him, are finding in Spencer Magazine Feed Heaters 
the means to an increasingly profitable and satisfactory business. 


*Name on request 


Spencer 


steam .vapor or hot water 


Heaters 
burn No.1 Buckwheat coal 
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SPENCER SPENCER Steel Tubular Heater SPENCER 
Single Grate Heater for large installations Double Grate Heater 


A size and type for every purpose Ss) Sold only through heating contractors 
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STANDARD HEATER COMPANY Generat offices: WILLIAMSPORT, PA. 


New York City Boston Philadelphia Baltimore Buffalo Rochester Hartford Washington Detroit Schenectady Syracuse Harrisburg Scranto: 
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Minnesota was well represented at the convention by H 
M. Porter, national director and president of the Minne 
sota association; E. T. Kolar, president of the St. Paul 
association; Axel Peterson, vice-president, Minnesota asso 
ciation: F. C. Stiller, treasurer, Minnesota association: 
F. A W. C. Christenson, P. J 
Mooney and ©. G. Johnson, all of Minneapolis; and 
Charles Olsen, president, Winona association Mr. Kolar, 
Mr. Peterson, Mr. Beier and Mr 
an invitation to talk. 

Vr. Porter, as national director, described the work 
of the National Association of Master Plumbers, naming 


Beier, past president; 


Stiller all responded to 


the various committees, their personnel and functions. He 
pul himself at the service of Wisconsin, pointing out that 
he was its voice on the National Board of Directors A 
good thought he left was that no state officers can make a 
successful year out of their association work unless as 


sisted by the members. 


APPRENTICESHIP AND STATE CODE 

AHE apprenticeship question was handled by Walter F 
‘| Simon. representative of the State Industrial Com 
mission. Wisconsin has an apprenticeship law and is well 
equipped with schools and instructors to handle appren 
tices. In accordance with this law, the employer signs an 
indenture in which he promises to teach the apprentice 
certain elements of the trade. He gives him a half day 
a week to go to a vocational school. The boy promises to 
serve five vears in this contract and the state code stip 
ulates that he must serve at least three vears at the trade 
before he is eligible to apply for a journeyman’'s license 
Mr. Simon said that it is not true that the average boy 
is not anxious to learn a trade, but he is wise enough 
today to demand proper training. In other words, he is 
not going to hire out as an apprentice at little money 
and then be used to drive trucks or work as a day laborer 
He knows that he can make more money by hiring out 
definitely at such work. Therefore, said Mr. Simon, offer 
the boy a real training and constantly encourage ap 
prenticeship. 

A most able report was read by Frank R. King, state 
plumbing inspector. Mr. King’s department has been 
instrumental in establishing local inspectors in practically 
every community over 3,000 population. It, therefore, 
can direct its work to the smaller communities, where it is 
pushing the installation of public water and sewerage sys 
tems. In this way, his department is helping the master 
plumber by supplying new markets, for without such sys- 
tems there can be little plumbing. He traced, however, 
the growth of private systems and how plumbing is reach 
ing all sections because of them. The pollution of streams 
has been recognized as the menace it is by the state legis 
lature which appropriated $10,000 for the use of the State 
Department of Health to stop it. 

Mr. King had statistics on the number of fixtures in- 
stalled, where they were installed, on the number of 
journeymen and the number of master plumbers, all of 
which he applied in a most practical way to bring out 
salient points on salesmanship, estimating and manage- 
ment of a plumbing business. And it was Mr. King who 
estimates that enough apprentices are indentured and 
working into the ranks of journeymen to supply the need 
for mechanics, provided they remain in the state. 

J. E. Robertson, Wauwatosa, chairman of the appren- 
ticeship committee, explained several phases of the ap- 


prenticeship law and added his advice that every member 


do his duty by taking on apprentices. Wisconsin has a 
good record in this respect. Mr. King brought out, for 
instance, that 227 shops had two or more apprentices, 650 
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Red Metal Line 


NIE 


TRADE MARK REG. U.S. PAT OFF 
Staple Brass Plumbing Goods 
Concealed Fixtures 
Water Works Brass Goods 
-of Bronze Grade Metal 
in Enduring Quality 
THROUGH JOBBERS ONLY 


UNITED BRASS MFG.CO. “3hté"? 


“The 


The Prier 
Valve 


Non-rising Stem—High Lift 


Particularly approved for 
forced systems of hot water 
heating and one pipe steam 
systems because of the excep- 
tional free drainage of water 
which it affords. 


Prices are right — Ask for Folder D 


Walter H. Prier Co., 230 E. Ohio St., Chicago 
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Automatic Gas Water Heater 


Two men, bought water 
heaters. One bought a 
Humphrey. The other 
bought “something just 
as good—but cheaper.” 
That was 10 years ago. 
Today they both have 
Humphreys. 


Humphrey Company 
(Dis. Ruud Mfg. Co.) 
Kalamazoo - Michigan 
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Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 


Send for a copy. 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 
Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 
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PRODUCT... 
TRAP SCREW FERRULES 


Sixteen years experience in the manu‘ac 
ture of plumbing specialties bus given us 
a thorough knowledge of the requiremenis 
f the trade 









Our trap ecrew ferrules are accurately 
machined, clean cut and nicely finished 
the line is complete in range and cd: sign 


RICHMOND 


FOUNORY & MANUFACTURING CO. 
RICHMOND, VA. 


‘A DEPENDABLE ‘SOURCE: OF SUPPLY. 








Why Classic Leads 


It was the first combina- 
tion sink fixture on the 
market. Has many exclu- 
sive features, including 
adjustable arms. But 
most of all, because it is a 
Chicago Faucet, and that 
means there’s no higher 
o quality 

The Chicago Faucet Co. 


2700-22 N. Crawford Ave. 
Chicago, Illinois 
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Thomas P. McDermott 


Cleveland Plumber, 
says; 


“T use the EverHot Heat- 
er because it makes en- 
thusiastic customers, is 
efficient, fool-proof and 
stays sold.” 


cy; 
5139 
* LyerHot Weater Co. 


Detroit, Michigan 


Positive Afterfill 

Regulating Screw 
Economical 

One-inch Inlet 


Users of this valve recommend 
it without restrictions. 


The John Douglas Co., Cincinnati, Ohio 





ENGINEERING 


January 30, 1926 


had one apprentice and only 156 were without apprenti::s 
Joseph Brah, past president of the Wisconsin asso: ia- 


tion and delegate to the last national convention from 
| that state, reported on the proceedings of the Portland 
meeting. Fred Wigglesworth, of Madison, read a paper 
which brought out the value of associations. And Oscar 
Dittmer, of Milwaukee, gave an inspiring talk on what 





| and 


| bender, which 





| his 


could be achieved if every one did his best to keep the 
He 
told of the good work of the Milwaukee association and 
stressed the need of education. 

At the close of the convention, the members visited the 


state and local associations functioning at top speed. 


plant of Trane Co., where they saw this company’s vacuum 
pumps and heating specialties through the various proc- 
of besides being entertained 


esses manufacture, 


A 


banquet 


nicely 


ENJOY ENTERTAINMENT 

the had 
arranged a theater party for the first night and a big 
for the second last evening. There was a 
deal of fun, by professional talent and 
even more by many of the members. Fred Wigglesworth, 
E. J. Sullivan 
Kenosha, told a number of good stories, and Mr. Peterson 
from Minnesota did some neat buck and winging. F. D 


S for entertainment, La Crosse association 
and 
great supplied 


Madison, and Harry Morris, Racine, sang. 


Branson, La Crosse president, was master of ceremonies 
committee 
consisting of Geo. Knutson, chairman, Geo. Kienholz, Wm 
Woehlke, O. W. Marquardt and M. Hoffman. After the 
banquet, President Kuetemeyer and Mr. Porter gave short 
talks, as well as the mayor of La Crosse. 


was ably assisted by an entertainment 


MANUFACTURERS THERE 


ANUFACTURERS were represented by “Sy"’ Martin, 
M H. P. Martin & Sons, Owensboro, Ky., who pre- 
sented the association with a portable vise stand and pipe 
was later awarded to Tank & Patek, Mil 
waukee; by F. C. Whitney, J. A. Sexauer Mfg. Co., Inc., 
New York, who presented a Sexauer repair kit, won by 


Otto Laetsch, Milwaukee; C. M. O’Brien, Blake Specialty 


Co., Rock Island, Ill.; V. M. Gaspar, The Borden Co., 
Warren, Ohio; Earl R. Suter, The Duriron Co., Ince., 
Dayton, Ohio; F. A. Markee, Duro Pump & Mfg. Co 
Dayton, Ohio. 
Obit 
Joseph Bernard 

Joseph Bernard, plumbing contractor in Burlington, 

Wis., died recently at the Memorial hospital in that city, 


in his 50th year. His death was a shock to his friends, 
for he had been in the best of health until the day before 
death, when he was rushed to the hospital for an 
operation. Mr. Bernard was born in Germany and came 
to America at the age of 17. He settled in Racine, Wis., 
where he had an uncle, and upon the uncle’s death moved 
to Burlington. His wife and three children survive him 
In Memoriam 
The Master Plumbers’ Association of Reading, Pa., re 


| cently passed resolutions in memory of John D. Engle o! 


that city and also extended sympathy to Herbrt S. Dehar 
on account of the death of his wife, Mrs. Annie T. Dehar 


| as well as passed resolutions in her memory. 


The Master Plumbers’ Association, of Lima, Ohio, has 
passed resolutions in memory of T. B. Johns, a membe! 
of the organization, who died recently at his home in that 
city. 
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Illinois Endorses Permanent 


Office 


(Continued from Page 24) 


Mr. Lang stated that as a national director his position 
made him, of course, a defender of the National Associa- 
tion but that the proposed sectional association would not 
disrupt the parent organization. He regarded the resolu- 
tion as providing for self-preservation in the same way 
that a man on a sinking vessel would jump on to a 
passing raft, even though his shipmates chose to stand by 
the ship. He felt the middle west must save itself, even 
though the east, south or west did not want to. 

C. D. Brownell did not regard the resolution as a threat 
but as a business matter. He said that local secretaries 
do not hurt business in nearby towns; that zone organiza- 
tions do not injure state associations; that Chicago’s or- 
ganization has not crippled the Illinois association, so 
that a sectional association would not harm the national 
organization unless the National Association chose to hold 
aloof. He favored the resolution, so that if the Louisville 
convention turned down the permanent office plan, the 
necessary machinery to organize a new association could 
be provided. 

The resolution urging the national convention to devote 
more time to subjects of direct interest to business affairs 
was approved and will be sent to the board of directors 
through Director Lang. The plan for dividing the country 
into districts headed by national vice-presidents was not 
concurred in by the resolutions committee. Mr. Cannon 
said its members felt that under such a plan the districts 
would be subservient to the National Association like the 
states are now. Mr. Lang favored the plan for the future 
but did not regard the present as an opportune time to 
attempt putting it into effect. 


NEW OFFICERS CHOSEN 

The following officers weré unanimously elected to 
serve for the following year: William F. Hildeman, of 
Chicago Heights, president; Fred Finder of Champaign, 
first vice-president; Charles D. Harris of Chicago, second 
vice-president; D. E. Greig of Springfield, treasurer; 
Seward Best of Quincy, retiring president, delegate-at- 
large: W. A. Crowley of Peoria, alternate delegate-at- 
large. 

This association is showing its progress by supporting 
a research bureau at the University of Illinois. Prof. H. 
E. Babbitt, of the university, is in charge of this work and 
reported on its progress. He also read the model plumb- 
ing code drawn up at the instigation of the state board of 
health. This code is intended as a suggestion to the 
municipalities, and is not mandatory. The code was 
based on the Hoover Committee’s Twenty Principles, and 
was drawn up by Prof. Babbitt and Harry F. Ferguson of 
the State Board of Health. This code was presented to 
the association for discussion, and was referred to the in- 
coming board of directors for study. 

Following the discussion of the plumbing research 
work, C. D. Brownell and others raised the question of 
research in heating, stating that a great number of the 
members of the association were running combination 
shops. This idea brought forth another interesting dis- 
cussion, and nearly all were in favor of fostering some 
sort of heating research work. Generous contributions 
were received for this work, and a telegram was read 
from the National Association of Boiler and Radiator 
Manufacturers in convention in New York City, in which 
it pledged $3,000 toward the work. This heating research 
will be started promptly. For the first year $6,000 {fs 















ovina White \\ 


\ a Uma «25 
; $382 — 3 


HIS 

| NY 

t}\ { SQ 
TENS 
HR se 
TR Sy 





The original adjust- 
able stock and die, 
made since 1875 and 
still increasing in 


popularity. - - 


Send to Department D for 
Catalog No. 19, showing our 
complete line of Pipe Tools. 


WNW oS 


67 


EWA 











DOUCET 








The Armstrong Mfg. Co. 


BRIDGEPORT, CONN. 
ONLY 





ERX. WSU. SW 


MA 


pi SSS USO SOS 











JOBOGRLGBAtiactananerans 














68 DOMESTIC ENGINEERING January 30, | 





Inaudio’ 








tele 


ent 














| Whal the 
Maxim 


Silen cer 





166s for the 
Silent Inaudio. 


—the noisy rush of waler is 
smothered-the bowl is al 


ways kepl full 














4 salisfied Cuslomer 
--a larger profit. 


IM C © bake eee 
rR Ea Us ze % ns a 





The F. N. Du Bois Co., Inc. 


Manufacturers of 


i 







| 





Style No. 31-2 


Specify 
“SHELLERITE” 
Toilet Seats 


‘“‘The Permanent Seat’’ 


Lead and Brass Plumbing Pro- | 
ducts and Blauvelt Bathroom | 
Fittings including Packless Sin- 
gle, Double and Triple Faucets 


oe 6 9“ 6 “es “ee 


and you will never have any complaints from 
your customers. Made in one solid piece, from 
a hard rubber composition. ‘‘Shellerite’’ Seats are 
guaranteed against splitting, warping or chipping 


A comprehensive exhibit of 
The F. N. Du Bois Co.’s pro- 
ducts and the Blauvelt ine is 


on permanent display at the indefinitely. 
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eded and a committee is to be named to outline a plan 
securing the funds and 
ir program in heating research. 


4 discussion on co-operative advertising by associations 


also for three 


laying out a 


brought out such a cam 


the 


a whole, the advantages of 
ign, and local 
w co-operative advertising can best be 


showed association representatives 


employed 
APPRENTICES 


Trade 


NEED OF TRAINING 
of the National 
Apprenticeship” 


E. L. Bowman, Extension Bureau 


livered a convincing talk on‘ He showed 


» difference in an expense and an investment, outlining 


»w master plumbers could spend money and get returns 
The keynote of his talk was the 


before the 


later years. subjeet ot 
rogress. The 


day is how to make the skilled journeyman of tomorrow 


problem master plumbers oi 


\ir. Bowman pointed out two ways to do this, by sendin 


em to plumbing schools or by having them learn from a 





Top row, left to right: Mrs. Frank Neylon, Macomb; Mrs, A. 
Hasse, Mrs. Seward Best and Mrs. Geo. Ernst, all of Quincy, 
lll.—Middle row: Mrs. P. T. Hammond, president, East Side 
Women's Auxiliary; Mrs. William G. Bergner, treasurer, and 
Mrs. Geo. A. Kearney, retiring president.—Lower row: Mrs. 
W. F. Hildeman, Chicago Heights; Mrs. Robert Liss, Mrs. W. 
EK. Bahn, Mrs. Lewis Nelson and Mrs. Chas. Baumgarten, all 
of Chicago 


journeyman and take a home study course of the Trade 
Extension Bureau at the same time. When education is 
seriously taken up, he has found both the master plumber 
and the journeyman in favor of such training. 

An interesting and instructive illustrated talk was given 
by M. W. Smith of The Duriron Co., Inc., Dayton, Ohio, on 
the subject of ‘‘Design of Drainage Systems for Corrosive 
Wastes.”’ In a talk preceding this, Mr. Bowman had told 
of how over $5,000,000 yearly was lost through corrosion, 
and Mr. Smith stated that a great deal of this corrosion 
might be stopped by proper installations where damaging 
wastes are to be encountered. Of 150 plumbing codes 
examined by a research committee, it was found that only 
14 made any reference to corrosive wastes. This shows 
how few know the damage done by these wastes, Mr. 
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Power Pipe Thread- 
ing Machine 


For 
Production and Precision 
Threading 


PORTABLE 
Capacity to 2” Pipe 


to | Bolt 


FEATURING 
1. Quick Die Change 
2 Automatic Safety Stop 
3 Three Speeds 


4. Perfected Oil Control 
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CHICAGO PIPETHREAD MACHINE co. 


Office and Factory: 1615 Racine St., RACINE, WIS., t 





MYERS SELF-OILING POWER PUMPS 


For Pumping Hot or Cold Water, 
Oil and Other Liquids 






Capacities 
500 to 
9000 

Galions 








For Home, Farm, 
Mill, Mine or 
Factory. 
Catalog on request. 
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A quick-opening and absolutely leak- 
proof Packless Valve which is as posi- 
tive in action as it is handsome in 
appearance. It is one of three simple 
fittings which make the O-E Three-in- 
One Perfect Heating System a real 
investment. Write for details. 
Valve (Absolutely 


packless). Quick O. E. Specialty Mfg. Co. 


Opening. ever 10 Keefe Avenue 
sticks. Milwaukee - - Wisconsin 







Patented 


“O-E” Improved 
Perfect Packless 
Graduated Supply 
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Learn about 


—the perfect material for 
bathroom equipment 
See next issue of this 
publication 























There’s Value in 


HAMMOND 
VALVES 


Made from the finest steam metal, 
with additional weight at the points 
of greatest strain, 
HAMMOND 
Valves will give 
permanent satisfac- 
tion on your most 
important installa- 
tions. 






Win 


Order from your 
jobber 


Hammond Brass Works 
Hammond Indiana 











PIERCE 


Boilers and Radiators 
Firebox Boilers 
Steam and Altitude Gauges 
and Thermometers 


PIERCE, BUTLER & 
PIERCE MFG. CORP. 


General Offices, 41 East 42nd St., New York City 


BRANCHES IN ALL PRINCIPAL CITIES 

















etutomatic 
WATER SOFTENER 


obsoletes all hand oper- 
ated types. Anyone 
would rather have an 
automatic than a hand 
operated softener. 





It is easier to sell the 
Duro-matic than it is 
to sell against it. 

THE DURO PUMP & MFG. CO. 


DAYTON, OHIO 
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| Smith 
| waste from corrosion. 





January 30, 1926 


told of the different methods of combating this 


Sewers constructed of either con- 


| crete, brick or tile, are all sensitive to action of acid 


Consequently 


| waste 


| He 


| play in the plumbing and heating field. 





to neutralize and dilute the 

before the waste reaches the 
The different kinds of waste pipes used for acidic 
wastes were explained, and the average amount of time 
that they will stand up under this service was outlined 
the method generally used for 
neutralizing and diluting acid wastes before discharging 
them into the sewer. 

When William G. Bergner, secretary-manager of the 
National Trade Extension Bureau and past president of 
the Illinois Master Plumbers’ Association, arose to speak 
on “At Work’”’, he was given a cordial welcome by his 
In his talk, he told of the advantages 
of the use of the accounting department’s systems and the 
proper keeping of records. He stated that the most neces 
sary thing for the master plumber to do was to establish 
public confidence in himself, and to work with one aim in 
mind, to render good service at a proper price. Every 


means taken 
must be employed 


sewer. 


showed by a chart 


former associates. 


| man should have a goal in mind, and he will find it a 


good plan to check up regularly on himself and his pro 
The plumbing business is improving, according to 
Mr. Bergner, and if conditions appear to be unsatisfactory 
at times, it is the master plumber who puts them in this 
state. Members of the local and state associations should 
consider the dues of the associations as business obliga 
tions and pay them on time. They are not nearly as high 
as they ought to be, Mr. Bergner thinks. He said, “If 
you tend to ignore the customer, a chaotic condition in 

will arrive,” and went on to say that master 
plumbers should install everything the contract 
calls for, and not substitute cheaper materials in any case. 
Always sell the customer the best material you are able 
him. A good window display is one of the best 
selling factors in any business as has been proved by other 
industries, and direct results can be traced to window dis 
He praised the 
trade papers for their messages of great value to the trade, 
and recommended that the master plumbers read them 
in order to get many of the ideas which are brought out, 
and which mean increased returns to the reader. 

The Danville Master Plumbers’ Association had worked 
hard to insure a successful convention and its efforts won 
the enthusiastic acknowledgment of the delegates. The 
Danville convention committee in charge consisted of 
E. J. Ryan, chairman; E. F. Burrow, E. A. Mahorney and 
Fred Greiser. The plans included a place for social ac- 


gress. 


business 


always 


to give 


| tivities. 





| the convention activities. 


| edly, encored. 
| of the Woodward-Wanger Co., put on a very entertaining 


| sponsible for a part of the entertainment. 


The night before the convention opened, a get-together 
meeting was held at the State Armory, the scene of all 
The next night, the exhibitors 
put on an enjoyable carnival. <A quartet composed of 
C. L. Wilkins, of the Walworth Co.; Charles Farrar, of 
the Domestic Electric Appliance Co.; Peter Buckley, of 
the National Plumbing & Heating Supply Co., and John 
Robertson, master plumber, Mason City, Il., was repeat 
George Durgin and B. D. Johnston, both 


The Josam Mfg. Co., Fairbanks, 
jamwell & Co., each was re 
The carnival 


mind reading stunt. 
Morse & Co., and Robbins, 
was followed by dancing. 
The banquet and ball, held the following night, was 
each a success. W. A. Crowley, of Peoria, was toastmas- 
ter at the banquet, and called on the following for a few 
E. J. Ryan, of Danville; E. C. Wagner, of Chi- 
Daniel O’Connor, of Peoria; A. J. O'Neill, of 


words: 
cago; 
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Peoria; Fred Finder, of Champaign; W. F. Hildeman, of . i 
Chicago Heights; William J. Lang, of Chicago; C. W. A Complete Line o 


\leock, of Chicago; Joseph W. Cannon, of Chicago; Harry 


’. Ferguson, of the state board of health; E. L. Bowman, 
f the National Trade Extension Bureau; Prof. H. E. Bab 
itt, of the University of Illinois; C. W. (Dick) Wanger, 
if the Woodward-Wanger Co.; William G. Bergner, sec 
retary-manager of the National Trade Extension Bureau 
COMMITTEES IN CHARGE OF CONVENTION ¥ AL te E & 
Committees for the convention included: 
Credentials: Chairman, Edward Hesselschwerdt, Philo; 


Archie Boyd, Jr., Granite City; D. H. Richmond, Aurora. In All 
Memorial: Chairman, James C. Naughton, Chicago; | ” 

Joseph Rosenfield, Rock Island; John A. Loo terling —_— Standard 

Hot Water 


Auditing: Chairman, George Ernst, Quiney; C. C. | *- 
Schureman, Jacksonville; Frank Poehner, Joliet. — Sizes and 
Patterns 











Resolutions: Chairman, Joseph W. Cannon, Chicago; 
William F, Hildeman, Chicago Heights; William A. Crow 
ley, Peoria; Clarence Ruddy, Aurora; E. J. Ryan, Dan 
ville. 

Budget: Chairman, Seward Best, Quincy; William A. Commonwealth Lavigne 
Crowley, Peoria; William F. Hildeman, Chicago Heights; Radiator Valves offer a 
D. E. Greig, Springfield; William G. Bergner, Evansville, complete range of styles 
and sizes for every type of 
steam or hot water heating 
installation. 


ind. 

Nominating: Chairman, Daniel O’Connor, Peoria: 
Dick Johnson, Champaign; William B. Lucke, Winnetka; 
William J. Lang, Chicago; Fred R. Bailey, Rockford; Rob 
ert Morrison, Bloomington; E. C. Wagner, Chicago; F. W 
Riedel, Decatur; Albert Riedlinger, Pekin; Charles A. 
Dreier, Chicago; J. W. Ward, Rock Island; Charles Al 
cock, Chicago; W. E. Bouillon, Lincoln; J. L. Robertson, 
Mason City; Otto Goss, Belleville. 

John L. Robertson was reading clerk. 


They are the result of 
years of experience gained 
through the intense appli- 
cation to valve design and 
manufacture by an organi- 
zation specializing in radi- 
ator valves. Every valve 
is sold on its merits. In 


WOMEN'S AUXILIARY ELECTS OFFICERS 


At the meeting of the Women’s Auxiliary of the state Geeteonee designing these valves cor- 
association, the following officers were elected: Mrs. Rob | Steam rect engineering principles 
ert Liss, of Chicago, president; Mrs. Roy Young, of Cham- Vehee. and structural strength 


have been combined to pro- 
duce valves which will give 
maximum satisfaction in 


paign, first vice president; Miss Okel, of Chicago, second 
vice president; Mrs. George Hirth, of Belleville, third vice 
president; Mrs. M. L. O’Malia, of Evanston, fourth vice | 
president; Miss Jeanette Finn, of Chicago, secretary; Mrs. service. You may always 
Ben Vodde, of East St. Louis, treasurer. The association install Commonwealth La- 


voted a gift to Mrs. George A. Kearney, of Evanston, re- | vigne Radiator Valves with 
confidence—they will help 


tiring president, and ratified the gift by the auxiliary of , : 
$50 toward the state association’s Murphysboro tornado | to sustain your reputation 
fot good work. 











fund. The ladies were entertained by luncheons, a card | 
party, theater party and sight seeing tour. 


EXHIBITS ATTRACT INTEREST | 
The manufacturers’ exhibits lining the walls of the | 
convention hall were extremely attractive. The Humphrey 
Co., represented by L. E. Spear and E. F. Rohwedder, dis- 
played a group of automatic water heaters. The Fiat 
Metal Mfg. Co. exhibited its bathtub cover under the super- 
vision of G. A. and H. Nilson. The U. S. Radiator Co. 
exhibit was in charge of L. I. Replogle and was used in 
conjunction with the D. & T. Mfg. Co., represented by 
EK. C, Guenther. An attractive exhibit of brass pipe was | 
displayed by the American Brass Co. Harry G. Wallis wat ddiddd 
and James R. Lamb were in charge. The Mueller Co.'s . } Exe gee 
faucet and trap display was in charge of George White, 
O. C. Draper, P. L. Bean and W. J. Mix. C. L. Wilkins, 
J. J. Bonga and C. A. Richards, all of the Walworth Co., 
were in charge of the booth displaying that company’s | 


line of fittings, valves and tools. The Chicago Faucet | 

Co. had an attractive display of faucets under the super- COMMONWEALTH 
vision of G. C. Freeman and E. H. Ettswold. The Duriron | 1 
Co., Inc., had a booth under the supervision of M. W. | 


COMMONWEALTH 
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Armstrong Bros. 
ADJUSTABLE 


PIPE DIES and STOCKS 


Improved Design—Cut Like Lathe Tools 
Dies are Alloy Tool Steel. Chasers are backed off making 
them easy cutting and long lasting. 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. Chicago, U. S. A. 
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The SISSON 


Insertable Joint 
Saves Time 


when a new fixture is needed on a 
line of pipe already installed by 
making it to cut 
short lengths, use double hubs or 
It can be 
installed without disturbing the 
tight, 


unnecessary 
spring joints into place 


pipe line and makes a 


trouble-proof connection. 


R. Estabrook’s Sons 


204 First St. South Boston, Mass. 
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Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 

Water Closets for every type or class of 
service 

Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog 


Philip Haas Co., Dayton, O. 
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Fitting Line 


All Styles 
Round or Flat Bead 
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Fittings to Ferrules 
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Smith. R. W. Sheplee, of the Q. S. Sanitary Mfg. Co., dis 
played drains, vises, vise posts and fittings. The Vaile 
Kimes Co. had a display of water softeners and hom: 
water supply systems under the supervision of George H 
Schaeffer, W. I. Aitken and O. H. Jones. R. E. Larson 
Otto G. Jentsch and F. L. Stanley were in charge 
the Wolverine Brass Works’ booth, in which were showr 
faucets, Crane Co. had an exhibit of 
water and water supply systems in charge o 
C; & R. P. Moscrip and W. H. Jones. W. 7 
Wheat was in charge of a booth displaying a super tu: 
bine water system for the home manufactured by th: 
The Blake Specialty Co. exhibited it: 
drains and fittings under the supervision of John Heinkel 
Hebenstreet and C. M. O’Brien. The American 
Radiator Co., W. B. Robinson, F. E. Rid 
dile and D. W. McCorvie, displayed home heating system: 
and boilers. J. M. Weil and George McCarthy were in 
the Weil-McLain Co. booth to explain the advertising 
campaign now being fostered by that company. The 
Mfg. Co. had a display of drains and fittings i 
of Leo Mayer and J. W. Pendergast, Jr. Greas: 
traps and drains were displayed by the Compound Injector 
& Specialty Co., which was represented by George J. Dehn 


oO; 
drains and traps. 


softeners 
Barnes, 


Decatur 


Pump Co 


represented by 


president and general manager, and George Barron. The 
Herman Nelson Corp. displayed a unit ventilator unde: 
the supervision of J. M. Robb, G. P. Smith and C. A 
| Pickett A home water system was displayed by Fair 
banks, Morse & Co. E. M. Roseberry and C. E. Halsey were 
in charge. W. J. Arnold and H. G. Mentzer displayed 
water heaters for the Pittsburg Water Heater Co. L. H 
Miller and J. C. Kettells were in charge of the tank bull 
| display of the A. Sexauer Mfg. Co. The Duro Pump 4 
Mfg. Co. had an exhibit of water softeners in charge o 
W. Hunt, J. F. Dare, O. A. Meyers and H. S. Pettengill. 
EXHIBITS ATTRACT INTEREST 
O. J. Hamm, Charles Farrar and H. P. Collins wer 


in charge of the booth in which the Domestic Electric 


Co. exhibited water softeners, 


Ap 


pliance oil burners and elec 


tric refrigeration systems. The EverHot Heater Co 
| showed automatic water heaters under the supervision oi 
| J. V. Baer, Jr., and L. P. Eaton. A large display of boil 


ers manufactured by the Ke 
of Frank Pfeiffer, 
Inland Supply Co. 
M. 
A. §. 


wanee Boiler Co. was in charg 
Arthur Hare and J. V. Liddy. The 
maintained a rest booth. This booth was 
F. Davis and Benjamin Collier. C. W 
Gaued distributed several novelties in 


supervised by 
Metcalf and 


| connection with their display of power pipe threading ma 


; chines manufactured by the Oster Mfg. Co. 
«& 


The Nye Tool 
cutting tools and tool 
charge of William Clement 
Robbins, Gamwell & Co., repre 
. E. Littel and T. C. Nelson, dis- 
threading machine. The Woodward 
displayed washers, tank bulbs and seats 
president; George Durgin, B. D 
Cuthbert were in charge. 

The Ridge Tool Co., represented by A. 
and R. Kuepper, displayed post vises, vise stands and 
wrenches. Frank B. Hackett, of the Bridgeport Brass 
had a display of its products, including flush valves, 
the Lincoln Hotel. Among the manufacturers who 
were present but were not exhibiting were: G. W. Brown, 
of the Peters Pump Co.; C. B. Nash, advertising manager 
of the Standard Sanitary Mfg. Co. John T. Fitzsimmons, 
of the Plumbing Sales Co., Chicago, and L. J. Peterson 
and W. W. Weaver, both of the Yelton-Weaver Supply Co. 
Springfield, Ill., also represented their companies at the 
i convention. 


Machine Works showed 
The display was in 
and Edward Herskovitz. 
sented by N. S. Gordon, C 
played a power pipe 
Wanger Co. 
C. W. (Dick) 
Johnston and C. M. 


dies, 
chests. 


Wanger, 


E. Preston 


Co., 


at 
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lowa Discusses New Cash Dis- 
count Plan 


(Continued from Page 30) 


conditions it was necessary to branch out into other lines— 
to investigate such possibilities as oil burners, washing 
machines, water systems, etc. 

To round out the discussion of the administrative side 
of the industry, A. H. Davidsaver of the A. Y. McDonald 
Mfg. Co., talked about the ‘‘Relations of a Credit Man to 
His Client,’ basing his remarks upon a saying of J. P. 
Morgan’s to the effect that “It is not the man of wealth 
but the character to whom we lend with an easy mind.” 
Speaking on the subject of cash discount, he said that the 
dealer was not being fair to his business when he failed to 
earn the cash discount, and repeated the thought which 
had been expressed earlier in the discussion of the 19 
per cent cash discount plan that the man who was slow in 
paying was usually the man with the most accounts on his 
books. 

The matter of deferred payment plans 
somewhat, and in reference to this subject Mr. Davidsaver 
said that the following statement had been issued by the 
National Association of Credit Men: ‘‘When deferred pay- 
ment schemes encourage extravagance and the incurring 
of obligations for products not necessary to living, they 
Credit cannot 


was discussed 


are a social as well as an economic danger 
withstand these practices.”’ 

J. F. Garvey arose at this point to suggest a difficulty 
facing the industry in the matter of deferred payment 


plans, in that the master plumber, once he has installed 
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Ss é | 
a fixture, cannot then go in and take it out if payments | 


are not made. 
industry which alone makes the modern building in 
habitable. A.C. Wonder, of Dubuque, said he felt that 
the convention ought to go on record as discouraging the 
instalment plan. , 

Technical matters were touched upon by Preston Daniels 
of the C. A. Dunham Company, of Des Moines, who spoke 
upon some interesting modern tendencies in ‘Heating and 
Ventilating.” 

The last day of the convention was a busy one. 
senting the National Trade Extension Bureau, 
Wilson spoke at length upon the work of the 
Bureau, and particularly concerning the organization of 
accounting and in general matter 
of the necessity for proper accounting the plumbing 
and heating establishment. 


T 


Repre- 
reorge H 
general 
the 


classes, covered 


in 


NATIONAL DIRECTOR SPEAKS 
HEN, with a bit of characteristic repartee, Jere Shee- 
han, of St. Louis, a director of the National Associa- 
tion of Master Plumbers. took the floor to speak on the 
subject of “Organization.’’ Likening the gathering of men 
who formed the national association to other gatherings, 
such as that from which resulted our American constitu- 
tion, Mr. Sheehan said, ‘Your loyalty to your local or- 


ganization is a strand in the greater organization, to 
perfect its strength. We must give thought to that in 
which membership consists—-merely belonging and not 


taking part in the activities of the organization is not true 
membership.”’ 

Mr. Sheehan expressed the opinion that the national 
organization has done more for the industry than any 
other organization of its kind in the country. 

In touching upon business management, Mr. Sheehan 
advanced the thought that it is well to establish credit 
with the banker before money is actually needed, and in- 


He felt that this ruling is not fair to the | 
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1 Horse Power Century Repulsion-Start 
Induction Single-Phase Motor 


Brushes Used Only 
for Starting 


Brushes in all Century Repulsion-start Induc- 
tion Single-phase Motors last for years. Many 
owners report that their Century Motors have 
been in overation for more than 20 years with- 
out a single brush replacement. 


1 
2 


Brushes touch the commutator only dur- 
ing the starting period. 


In many classes of service this means that 
the brushes touch the commutator only 
about 1-900th of the time that the motor 
is in operation. 


When reaching full speed, a positive gov- 
ernor action automatically releases brush 
tension and allows these motors to run as 
induction motors. 


Quiet operation results—no radio “‘inter- 


ference’”’ can be present. 


4 


Combined with the application of the Century Wool-yarn Sys 
tem of Lubrication in fractional horse power motors, these facts 
make Century Repulsion-start Induction Single-phase Motors 
widely popular for use in household refrigerating systems, oil 
burners, house pumps and other commercial applications of a 
similar nature. 


Temperature rise not more than 40 degrees Centigrade 
and they will at least meet all of the test specifications 
of the A. I. E. E. and Electric Power Club 


Built in other standard sizes from \% to 40 horsepower 


Century Electric Company 
1806 Pine St. St. Louis, Mo., U.S. A. 


For More Than‘22_, Years at St. Louis 




















\% to 40 H. P. 
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timated that this should be done through the actual bor- 
rowing of money 

Concerning the apprenticeship situation, Mr. Sheehan 
said that the war had cost one crop of apprentices partly 
by causing them to go into factories for higher wages, and 
partly by enlistments. He said that in their own business 
they could have handled twice as much business last year 
but for the scarcity of trained mechanics. Later, in answer 
to a question from the floor, Mr. Sheehan said that the 
lack of apprentices was a responsibility resting squarely 
on the shoulders of the master plumbers, and called at 
tention to the apprenticeship course of the T. E. B 

The Resolutions Committee now brought in a memorial 
resolution concerning members who had passed away dur 
ing the year and the usual ceremony of signifying assent 
to the resolution by standing was followed. Other resolu 
tions expressed gratitude to the Des Moines local for the 
splendid entertainment offered, and the resolution, which 
the committee had been instructed to prepare, favorable 
to the 10 per cent cash discount plan 

In closing the convention, Don Holt, retiring president, 
expressed his sincere appreciation for the loyal support 
tendered by members of the Iowa association, and his 
pleasure in the co-operation offered by the trade press 
“These two years aid Mr. Holt, ‘‘will be red-letter years 
in my life.”’ 

At the close of his talk, R. P. Kerker, Davenport, sprang 
to his feet to say that those two years had likewise been 


red-letter years for the association 


AUXILIARY ACTIVITIES 
PHAHE activities of the Women's Auxiliary included a 
| shopping tour, a luncheon, a theatre party, in ad 


dition to the reception and ball on the opening day of 
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the convention and the theatre party for both ladies and 
gentlemen on the second evening of the convention. 

The new officers are: President, Mrs. E. Bailey, Ds 
Moines, who was re-elected; vice-president, Mrs. L. C. Pra 
Ft. Dodge; treasurer, Mrs. V. J. Hagan, Sioux City; secr 
tary, Miss Margaret Wallace, Des Moines. The directo: 
are: Mrs. Don Holt, of Sioux City; Mrs. W. J. Nesler, o 
Dubuque; Mrs. E. Rosene, of Des Moines, and Mrs. S. M 
Hauge, of Ft. Dodge. 





SAN FRANCISCO NEWS LETTER 
By a Staff Representative 

At the regular annual election of officers of the San 
Francisco California Master Plumbers’ Association, Wil 
liam J. Monihan was named president, William J. Forster 
vice-president; Anthony J. Silva, corresponding secretary 
Alexander Coleman, treasurer, and John L. E. Firmin 
corresponding and recording secretary emeritus. No a 
tion was taken on the appointment of a successor to John 
L. E. Firmin, retired secretary. 

Charles M. Swinnerton, state president, was a visitor t: 
San Francisco for several days this week. It has been 
decided to move the state office to Los Angeles, and Mr 
Swinnerton was in town supervising the removal of th 
books and other state association property to the southern 
city. He was entertained by W. P. Goss and Alexander 
Coleman during his stay. 

George Y. Morton, of Ashton street, has completed the 
equipment of his new office and store, but contrary to the 
usual method of procedure, is not taking a vacation him 
self but has sent his wife and daughter to New York City 
where they will board a boat for a trip home through the 
Panama Canal. 


Trimmings 
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SNO-WITE Trimmings are used in 
the bathrooms of leading hotels and 
apartment buildings and can be relied 
upon to give your customers full 
satisfaction. Write for latest catalog, 
showing the complete line. 


CHICAGO, 
ILLINOIS 
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AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 











RECOMMEND DIMENSIONAL STANDARDS OF 
VITREOUS CHINA PLUMBING FIXTURES 

Recommendations on dimensional standards of vitreous 
china plumbing fixtures were submitted to manu- 
facturers of this material by the sub-committee appointed 
for that purpose at a meeting held in Washington, D. C., 
January 20, with the Bureau of Standards and the Division 
of Simplified Practice of the Department of Commerce. 
The recommendations were adopted with minor changes 
and include dimensional standards on syphon jet, reverse 
trap and wash down bowls, low tanks, pedestal lavatories 
and wall lavatories. The conference also adopted standard 
definitions for syphon jet, reverse trap and wash down 
water closet bowls. 

Such action is part of a movement under way to 
eliminate unnecessary sizes and types of vitreous china 
plumbing fixtures. A questionnaire has been sent to all 
manufacturers of this material to determine the relative 
demand for each type and type variation. At this meet- 
ing on January 20, a sub-committee was appointed to look 
over these survey figures and it will meet in Pittsburgh 
on February 25 to draft tentative recommendations for 
submission to a meeting of all interested parties on March 
10 again in Washington. 

The sub-committee on dimensional standards which 
made the report at the meeting last week consisted of 
George E. Hoffman, E. V. Brigham, F. W. Donahoe, F. A. 
Jones, G. C. Kalbfleisch, A. M. Maddock and B. O. Tilden. 


CALIFORNIA JOBBERS HOLD SEMI-ANNUAL MEETING 

California jobbers of plumbing and heating supplies 
convened at Del Monte, Calif., on January 27, 28 and 29 
for their semi-annual meeting. An elaborate program had 
been prepared, and the jobbers’ golf championship was to 
be determined on the last day. 


ECONOMY SUPPLY CO. TO MOVE 
The Economy Supply Co., of Yonkers, N. Y., is making 
arrangements to move to larger quarters on March Ist at 
7 Wells avenue in that city. Harry Aretsky is president 
of this concern. 











NOW IN NEW LOCATION 


Abram Cox Stove Co., of Philadelphia, has moved its 
office in New York City from 113 East Thirty-fourth street 
to 51 East Forty-second street, in the Vanderbilt avenue 
building. 

PORTLAND CONCERN ARRANGES UNIQUE DISPLAY 

R. H. Griffith, manager of sales of the Peerless Pacific 
Co., Portland, Ore., has arranged a little plumbing expo- 
sition on the office floor of this company. It consists of 
four model bathrooms, representing plumbing of different 
quality, arranged in dainty settings and delicate wall tints 
that are artistic and technically correct in tone. There 
is also a model kitchen of most attractive design. 


HOLDS SALES MEETING AND CONFERENCE 
All branch managers of the United States Sanitary 
Manufacturing Co., Pittsburgh, Pa., were present at a sales 
meeting and conference held in the company’s general 
offices January 11 and 12. 
salesmen going through the company’s plants, the other 


One day was spent by the 


day being devoted to meetings, which were presided over 
by President Charles F. Arrott and Secretary A. H. 
Cline, Jr. . 


RICHARD J. DONOVAN CALLED BY DEATH 

Richard J. Donovan, president of the R. J. Donovan Co., 
New York City, died at St. John’s hospital, Long Island 
City, on January 9th, in his 52nd year Mr. Donovan, 
who formed with William McLoughlin the firm of Me 
Loughlin & Donovan fourteen years ago, bought out Mr 
McLoughlin two years later. He was 
ciation affairs, being a member of the Eastern Supply 
Association, the Iron & Steel Board of Trade of New York 
City, and various fraternal bodies. He is survived by his 


prominent in asso- 


widow, two brothers and two sisters. 


JOHN WOOD MFG. CO. ENTERTAINS MASTER 
PLUMBERS 

Members of the Chester County, Pa., 

Association were the guests on January 13 

Wood Mfg. Co., 

of the association made the trip to Conshohocken The 


Master Plumbers’ 
of the John 
Conshohocken, Pa Kighteen members 
men were distributed into small groups and a member of 
the John Wood Mfg. Co. lead each group on an inspection 
tour of the plant. In the evening the company enter 
tained the plumbers at a dinner in the Norristown club 


HAINES, JONES & CADBURY CO. EMPLOYVES PLAN 
PARTY 

The first winter dance of the Haines, Jones & Cadbury 
Co., Philadelphia, will take place on Wednesday evening, 
February 3, at the Philomusian club, 3944 Walnut street, 
Philadelphia. The company is celebrating its sixty-eighth 
birthday this month, and as there is a tendency to revert 
somewhat to dances in vogue in 1858 the occasion should 
be one of interest. The affair is being managed by a 
committee selected from various departments of the com 
pany consisting of Miss Elinore Desmond, Miss Emily 
Hagy, Miss Flora Klink, Miss Elinore Swope, Miss Dorothy 
McCarthy, Mrs. Geo. J. Dixon and Miss Alice D. Mul- 
downey, chairman In addition to the dance a musical 
program will be provided by Miss Mabel B. Pursell, Miss 
Flora Klink and Miss Alice Muldowney. 


BUSINESS OF RATHBONE, SARD & CO. SOLD 
The Standard Gas Equipment Corporation, with execu- 
tive offices at 18 East Forty-first street, New York City, has 
purchased the entire business of Rathbone, Sard & Co., 
manufacturers of gas ranges at Aurora, Ill. The purchase 
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jal distribution 


\ a a, 


90 per cent of all businesses fail over a period of 
years The credit man should be the best salesmar 
the firm, as a sale is not completed until the collectio: 
made If there is no collection the transaction is ni 
sale, but a gift.’ 

Paul Mack, as chairman of the day, appointed Ha 
llison, of M. Stulsaft Co., as sergeant-at-arms. N 
members introduced by the chairman were: M. D. Ebbe 
of the Republic Brass Co., of Cleveland, Ohio; C. D 
fenbacher and C. V. Bradbury, both master plumbers 
Oakland, Calif 

Norman W. Farlow, chairman of the golf commit 
announced that the January tournament will be held 
the twenty-ninth at Crystal Springs Country Club, wit 
dinner in the evening 

Among the guests present were lL. Comegys, of 
San Francisco Plumbing Jobbers’ Credit Association 
George Sutherland master plumber of Walla Wa 


Washington 


RICHMOND SANITARY CO’S ANNUAL BANQUET 
Thirty-two members of the sales force of the Richmor 
nitary if San Francisco, Calif., attended the annu 
iles banquet of the company at the Union League Cl 
n Frat » on December 36 Activities of the pa 

vere discussed, and proposed activities for the comi: 

vere announced. The meeting was presided over 

EK. F. Kuphrates, president of the company The gent 
men in the accompanying picture are, standing, from 
rig G. Reynolds, H. Maver, George Jeffress, Geor 


Nob! ill of the Oakland, Calif., branch. Frank Smit} 
M. Gilger, R. Martin, H. Bitter, J. Hall, J. Spiegle, J. Rega 


and A. Cheney, of the San Francisco office Sitting, fri 
ft to right Wm. Wirt, R. Stewart, H. Hammitt, of 


Oakland branch; A. Stern, of the Republic Brass Co., Cleve 


land, Ohi¢ H. Fischer, of the Oakland branch; M 
Ebbetts, of the Republic Brass Co.; F. MeGovern and 


gel 4. W. Middleton, vice-president; E. F. Euphraté 
esident i. W. Sheldon, secretary and treasurer 
Noble, E. E. Phillips, R. Shields, H. Hoops, W. L. Griffir 
purchasing agent; C. Gartner, P. Metcalf, and W. Clem 


ents a of the San Francisco office 





the Richmond Sanitary Co., of San Francisco, Calif. 





Iger, of the Oakland branch; H. P. Wilson, sales mar 
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M. STULSAFT CO.’S NEW BUSINESS HOME IN SAN 
FRANCISCO 

What is said to be one of the largest ‘‘one floor’ 

wholesale houses in the United States has just been com- 

pleted and occupied by the M. Stulsaft Co. in San Francisco, 

Calif. The new building, located at Fifth and Bryant 


“ue 
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treets, contains sixty thousand sq. ft. of warehouse space, | 


all on the ground floor. A wide driveway extends the 
whole length of the building, and the stock is arranged on 
both sides of this in such a manner that a truck can drive 
in at one end, load up as it progresses and 


through the other end ready to deliver the material to 
Vitreous ware and enameled iron ware are 
platforms the 


the customer. 


arranged on concrete height of a truck 





New business home of M. Stulsaft Co. in San Francisco, Calif., 
with interior views of driveway and bins in the new ware- 
house 


platform, so the heavy pieces can be rolled on the machines 
by means of hand trucks with a great saving of manual 
labor. The driveway is wide enough to allow two of the 
largest trucks to pass in safety. 

Incoming material is unloaded directly into the ware- 
house from the freight cars which are shunted onto a spur 
track along the side of the building. Numerous sliding 
doors allow the freight to be unloaded at the proper 
place in the building for storage. A large fireproof vault 
is provided for the storage of oakum and other inflammable 
material, and a large section of space has been set aside 
and surrounded with heavy steel wire for use as a room 
for brass goods, tools and specialties. 


Connecting every section of the warehouse with the 


office is a system of pneumatic tubes. 





As soon as an order | 


drive out | 


“Ss 
™“S 


900006 
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Down He Goes! : 


“George Q. Dollar takes the count for 20° 
reduction. That’s a real help to all my 
friends. Improved methods in my training, 
savings in my work, wider and greater popu- 
larity every place I go—that’s what made the 
victory possible. The same old Solid Nickel 
Silver standards, the same old Quality in 
every way, the same unrivalled product, but 
© lower prices—boost Bead Chain for 1926.” 
6. Bill Bead. 
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9 | USE -. 
: BEAD CHAIN 
en, FOR PURGE ws : 


— 


Oo Trade Mark Reg. U.S. Pat. Off. 


8 The Bead Chain Manufacturing Co. 


9 Bridgeport, Connecticut 

) ) 
O Canadian Representatives: Stanley Brock, Ltd, Winnipeg 

oO O 
OOODODODNDOOOOCODO0000000000 DONDDDOCOOOOO00000000 





The MURDOCK, Jr. 


$°7500 


List,"f. 0. b. Indianapolis 





WATER SYSTEMS 


Reduced Prices! 


Gurley Automatic Water Systems at the new prices below 
are business getters for master plumbers everywhere. At- 
tractive discounts insure real profits. The performance of 
the Gurley positive-seal rotary pump makes the sales. 


Murdock Jr. - - - = $ 75.00 


(Capacity 175 gallons per hour) 


Model B - - - = = = $100.00 
(Capacity 220 gallons per hour) 


Model C - = = = = $125.00 
(Capacity 400 gallons per hour) 


Model D - = = = = = $150.00 


(Capacity 600 gallons per hour) 


All above prices are list, f.0. b. Indianapolis 


GURLEY PUMP & MFG. COMPANY 
814 Merchants Bank Building INDIANAPOLIS 
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KANGE BUILERS 





: Riveted-Welded 
Sure-Tite 


(Copper-Brazed) 


WM. B. SCAIFE & SONS CO. 


Founded ~™* +sons* = Pittsburgh 
in = “New York 
1802 ILERS Chicago 
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UNCONDITIONALLY GUARANTEED 


»ARROW> 


TRADE MARK 





rmmAawn 
NAZI 


PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Factory, 917-929 S. Howard 8 Baltimore, Md. 














SMITH BROTHERS NIPPLES 


are made right, priced right and work right. 
Order a carton from your jobber and be 
convinced—NOW. All sizes 1% to 12 in. 
Black or galvanized. 


SMITH BROTHERS NIPPLE WORKS 
HAMBURG - - - PENNSYLVANIA 


H. J. KLEINMAN, District Sales Mgr., 810 Morris Bidg. 
Philadelphia, Pa. 
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The New 
KALAMAZOO 






is"a Water Supply System 
that works without watch 
ing. It is positively auto 
matic and needs no atten- 
’ tion other than oiling. The 

valves can be replaced 
) without dismantling the 

water end and the latter 
renewed without replac- 
ing the cylinder. Let us 
send you full details. 


National Water Lift Co. 
Kalamazoo, Mich. 
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and sent to the 
it is filled and packed ready r 
for the truck driver only to 
drive through the building and pick up boxes and pack 


is received, a requisition is made out 
proper department where 
delivery, it being necessary 
with identical numbers in order 

Aside from the 
isaft Co has 
11338 
specialties and 


to load any order. 
the M. 
building a 


main store and warehouse, 


recently occupied another new 
where a 


There the master 


Francisco, 
ke pt 
pick up parts for repair jobs, 


Mission street, San stock of 
mall materials is 
plumbers replace tools, or 
imake other small purchases. This additional location was 


of its accessibility from all sections of 


decided on because 
the city. 

R. J. SCHWAB & SONS CO. CELEBRATES FIFTIETH 

ANNIVERSARY 

This year marks the fiftieth anniversary of the founding 
lof the R. J. Schwab & Sons Co., manufacturers of heating 
lapparatus, in Milwaukee, Wis. In 1876, R. J. Schwab, 
the founder of the opened a small foundry at 
jClinton and Park streets, Milwaukee, and today it is one 
of the largest firms manufacturing heating systems, in 
|Wiseconsin. Mr. Schwab is still the president of the com- 
lpany, although he has retired from the active management 
lof its affairs The being conducted by 
Henry EF. and Charles E. 


company, 


business is now 

Schwab. 

COMPANY BELIEVES IN INDUSTRIAL 
TRAINING 

The Trane Company, of La Crosse, Wis., 

at its factory in that city for the purpose 


| THE 





TRANE 


conducts a 
two-year course 
managers of its branches the neces 
illustration 
special students 


of giving the future 


ary training. The accompanying shows a 


group of recent college graduates and 














Groups of students in Trane Co.’s engineering course at 
La Crosse, Wis, 


Johnson, the gentle 
handle on his hat, is in charge of the 
addition t 


taking this two-year course. T. R. 
man with the 
managers and heating engineers in 
his duties 


Trane Engineering department. 


future 





as manager of the Vapor heating division of th: 
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Personal Mention 


Charles Weld, San Francisco manager of Crane Co., has | 
resigned. He will be succeeded by J. E. MclIllreevy, man- | 


’ 
WUESTHOFF’S 
ager of the Vancouver, B. C., branch for the last seventeen | e 
years. Mr. MclIllreevy was formerly in the Seattle branch. | j h 
He opened the Vancouver branch in 1908. Ina pou 


Horatio A. Warren, formerly of Warren & Dellwardt | | 
Co., of Buffalo, N. Y., has been elected secretary of the | 
D. L. Hamill Co., also of Buffalo. Mr. Warren was with 
Warren & Dellwardt Co. for 16 years and before that with 
Dixon & Ballou, Inc., Buffalo, for 22 years. 





Louis J. Waldear, of the San Francisco, Calif., branch | | 
of the Standard Sanitary Mfg. Co., passed through Chi | 
cago this week on his return from a visit to the com 
pany's offices and plants in Pittsburgh, Pa., and Louis 
ville, Ky. | 

Frank Gilger has been appointed manager of the Oak 
land, California, branch of the Richmond Sanitary Co., of 
San Francisco, to succeed Jackson Noble, who has been 
appointed manager of the Industrial Department of the | | 
San Francisco office. 

M. E. Wangenheim, manager of the San Francisco, | | 
Calif., branch of the Standard Sanitary Manufacturing Co., | | 
is spending several weeks visiting company branches in | | 
the East. | 

| 





» P . P > Patented August, 192 
H. P. Wilson, sales manager of the Richmond Sanitary 925 


Co., San Francisco, Calif., has been appointed a member . 
of the board of directors of the company. He first became —Good Looking 
affiliated with the company in 1920. } 
J. F. Wulf, vice-president of the Robert Rom Co., Mil in! Unbreakable 
waukee. Wis., recently left for his annual outing in . 
| — Easy to install 


Florida, where he will camp and hunt. Mr. Wulf is a 
well known sportsman, having won national trap shooting 


honors some years ago. A non-expanding, sliding brass 
Allen P. Christian, manager of :sales promotion for D. insert positively prevents breakage 

D. Wessels & Sons Co., Detroit, Mich., is making a trip to | } from sudden changes in the tempera- 

Eastern jobbing centers. Mr. Christian, while in New ture of the water, while a rubber 


York City last week, called at the eastern office of ‘‘Do- 
mestic Engineering,’’ in company with Archer D. Swink, 
eastern manager of the Acme Brass Works, Detroit. 


gasket makes the spout self-adjust- 
| ing when it is screwed on to the run- 

J. Wyman Worthington, who has been connected with ning thread nipple which projects | 
the main office of The M. S. Little Manufacturing Co., | through the wall. 





Hartford, Conn., has been made representative for that 


concern for the Philadelphia district, and has opened an | M. W. WUESTHOFF CoO. 


office in the Drexel building, Fifth and Chestnut streets. 


Mr. Worthington will cover Pennsylvania, southern New er ~ . , ; 
Monadnock Building San Francisco, Calif. 


| China Plumbing Specialties 
| 
Jersey (including Trenton), Maryland, District of Colum- | | 


bia, and Delaware. 

Charles Stewart, president of the Haynes Selling Co., “t WALL LINE 
Philadelphia, Pa., has resigned from that concern, and 
has joined the Vinco Co., Inc., 75 Vesey street, New = 
York City. Mr. Stewart, who will be vice-president and y 
general sales manager of the Vinco concern, is very well 
known to the heating trade in the East. He is a mem- 
ber of the Philadelphia Chapter of the American Society 


| etttt 

of Heating and Ventilating Engineers, and was tendered | {wore comme Twry wate! >> ~ it} 
: : } ame as, 

a bouquet at a recent banquet of that organization when he , | 

} 

| 

| 

| 
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reper 


announced his intention of moving to New York. The 
change became effective on January 20. 

C. Beebe, formerly with the Pacific Sanitary Mfg. Co., 7 
of San Francisco, Calif., has been appointed city salesman 


Cz. 
for the R. W. Kinney Co. in that city. Your Jobber 
| Vv“ 
Austin Sperry, of the San Francisco, Calif., branch of | | H 
; , as It 


Crane Co., was one of the principal speakers at a banquet 














tendered ‘‘Red’”’ Grange and his football team in that 
city. \ : ————__— — — —— 
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MOORE 
Adjustable Pressed Stcel 
RADIATOR 


HANGERS 


are equipment which you cannot afford 
to"be without. Light, strong and easy 
to install, they speed up radiation work 
in a way that you will instantly appre- 
ciate. MOORE Hangers have the wid- 
est range of adjustment, both vertically 
and horizontally, of any radiator hangers 
now on the market. 


Order From Your Jobber 
CARTY & MOORE ENG. CO., INC. 


611 W. Larned St. 
DETROIT MICHIGAN 


£ 


i 
Wetb 


Ae ius MRAM 


ii 


Made in three 
styles. This 
type hangs 
single row 
wall radiation 
from top. 


NUM 














Tank Fittings of Quality 
1856 ““McSHANE’’ 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


1926 





McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 























You Need er 


Phillips Self-Drilling Eqpendes Shells for Pipe Hangers, Bolts, etc. 


ey provide “A NewS 
= out, either. Write for full details. 
dandle Hoiders and Spring Hammers. 


PHILLIPS DRILL COMPANY — 


arp Drill for Every Hole” and they won't 


Also regarding Phillips 


1537 Cortland Street 














Eureka Smoke Test Machine 


For testing and disclosing 
leaks in plumbing waste 
and vent systems. 


Will fill entire systern with 
smoke without forcing seals 
of traps. aaume immedi- 
ately located. 


nate and —_ in opere- 

tion. As readily portable 
as a plumber's furnace and 
as indispensable in every 
plumber's outfit. 


Endorsed by Plumb- 
ing Inspectors and 
Engin 










Height - - 15’ 
Diameter - - 9’ 
Weight - 15 Lbs. 


BAILEY FARRELL MFG. COMPANY 
PITTSBURGH, PA. 
Huntington, W. Va. Charleston, W. Va. 











CHICAGO, ILLINOIS | when worn can be replaced with little effort and expense 
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| 








duction and precision machine. It 


| In the handle is a micrometer adjustment for exact, 
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Noew Equipment 


A New Pipe Threading Machine 
%4- to 2-inch power pipe threading machin« for 
production and portable use has been placed on the market 
recently. The machine can also thread bolts % to 1% 
inch and drive hand stocks, with the addition of a wu ven. 
sal drive shaft, up to and including 12-inch pipe. 

The machine is designed to meet all the requirements 
of a machine of this type, and while portable it is a pro- 

is motor-driven with 
protected from a!! oil 
being handled about the 
It is equipped with a power extension cord 
plug to connect to any electric light socket. 

There are three speeds which cover the range of the 
machine. These speeds obtained through sliding 
gears and lever control. A clutch for starting and stop 
ping the machine is located on the spindle giving control 
without reference to either the motors or the gears. All 


1926 


A new 


the 
and 


motor gear direct 
chips; 
machine. 


connected, 
also any material 


with 


are 





gears are machine-cut running in oil and the shafts run 
in bearings that are easily replaced when wear is apparent. 

It is claimed that the die thread embodies new features 
and that the life of any threading machine is determined 
by the wear of the die slots. The die slots in this machine 


It is claimed that the quick-opening device is rapid. 
under 
The face plate 
inside die head and for 


or oversize threads, as may be required. 
is removed for cleaning the 
changing dies. 

At the rear of the die head is located the cut-off attach 


| ment which is extra heavy to withstand severe shocks. 


The reaming tool is mounted on the cut-off block and is 
actuated by turning the handle towards the center of the 
machine after the cut. This is accomplished without 
changing the location of the die head. The centering 
“Vv” block is heavy, all sliding surfaces being machined 
and gibbed to take up all shake or wear. Its location 
is such that the pipe cannot roll up over the cut-off knife. 

The spindle is of heavy construction with hole large 
enough to comfortably pass coupling; on each end are 
mounted chucks, the front chuck being equipped with 
pipe-holding jaws. The rear chuck is only a centering 
Gripping chucks 


device for holding long lengths of pipe. 








de: 
ple 
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can be applied at both ends if desired. The spindle runs 
in large bearings that are replaceable to compensate for 
wear when they become worn through continuous use. 
The oil pump is of the centrifugal type, running at 
1.800 r.p.m. It is located at the lowest level of the 
reservoir which holds the thread-cutting oil and is conse- 
quently primed at all times and has no gears to wear out 
from small chips entering the intake pipe nor any overflow 
valves required when the oil is shut off at the die head. 
It has a pedestal base in which the oil reservoir is located; 
also a tool and wrench cabinet for dies, wrenches, etc. 
The machine is designed to be mounted on wheels when 
desired for portable use and it can be readily moved from 


place to place. 


New Trade Literature 


Everite Water Systems 
Everite Pump & Mfg. Co., of Lancaster, Pa., has issued 
a circular describing its water systems for household use. 
Pumps for shallow and deep wells and a gasoline engine 
unit are illustrated and described in detail. 


Leader Heat Economizer 

A folder describing its heat economizer has just been 
issued by the Leader Iron Works, of Decatur, Ill. The 
economizer is designed to be used with either hot water, 
steam, vapor or hot air plants, and may be used with 
certain types of oil burner installations. Illustrations of 
actual installations of the warm air economizer and of the 
hot water economizer are given. 


Magnaray Electric Heaters 
“Heat with Magnaray”’ is the title of a booklet issued by 
the Magnavox Company, of Oakland, Calif. Various styles 
of electric heaters, such as fireplace radiant and warm air 
heaters, lamp socket heaters and wall-insert heaters are 
illustrated. Details for framing a one-section heater are 
shown in a sectional drawing. 


Brass Ballads and Copper Jingles 

“Brass Ballads and Copper Jingles’ is the title of a 
small booklet in which are narrated in rhyme the adven- 
tures of Mr. Cannychap and Mr. Green. “The Episode 
of the Recalcitrant Roof,” and the “Episode of the Latent 
Leak,” are two of the interesting jingles in this booklet, 
which is published by the Copper and Brass Research 
Association. Each episode is illustrated by a cartoon. 


“Arcoland” 

“Arcoland, an ‘Ideal’ Story,” is the title of a children’s 
booklet recently issued by the American Radiator Co., of 
Buffalo, N. Y. The story, which is in verse, relates to 
the adventures of the ‘‘Arcos,’’ who are pictured as merry 
little sprites fighting against ‘‘old Jack Frost and King 
Winter,” and bringing summer to winter homes. King 
Winter’s efforts to defeat the Arcos, and their final victory, 
are shown in attractive colored pictures. 

Proceedings of the National District Heating Association 

The National District Heating Association, of West 
Baden, Ind., has just published the ‘‘Proceedings of the 
Sixteenth Annual Convention of The National District 
Heating Association,’’ held at West Baden, Ind., May 19, 
20, 21, 22, 1925. This volume which contains 209 pages, 
bound in brown cloth cover, contains a complete report of 
this convention, including reports of committees, discus- 
and an interesting address by Prof. J. D. Hoffman, 
of Purdue University, on ‘“‘The Engineer as a Community 
Asset.” Exhaustive reports were presented by the station 
operating committee, heat utilization committee and the 
distribution committee. The reports are accompanied by | 
meny tables and diagrams, 


sions, 
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THE QUALITY GOODS 
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DEHN’S : => za 


Automatic 


j= 1897 

















Zubere 
@™enteewee 
Water peers 
Enoooe 
Softener Shaadi 
and Scale i | 
Remover . Leno Oven ee 
~ NO 6-1" #14 ~ | 
be NO. 6-1 = 14 - | 
- NO. 6-|}7 214" > | 
-———— NO.6- 2° #14" ~ | 
Fig. 118 
No. 5—%-inch Compound In- | 
jector. Patented io U.S., Canada | 


and Forcign Countries 


Whenever there is trouble with hard water you can 
install a DEHN’S Water Softener at a nice profit. 
It automatically softens hard water and positively 
overcomes the accumulation of lime, magnesia and 
other minerals in water backs, heater coils, etc. Thou- 
sands now in use. Write for details. 


Compound Injector and Specialty Co. 
419-421 D N. Laramie Ave. Chicago, IIl., U. S. A. 
Originators, Designers and Sole Manufacturers of 
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THE QUALITY GOODS 
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Badger Expansion e 


Joints meet the 
many changes in 
temperature, which 
cause material 
changes in length 
of steam, air, water, 
and other pipe lines 
and prevent the 
pipe joints from 
working loose and 
leaking, end the fit- 
tings from becom- 
ing fractured, due 
to expansion end 
contractions. 


E. B. BADGER 
& SONS CO. 
75 Pitt St. “ & 
BOSTON, MASS. (° ..-"; 
Canadian Rep. . 
Frazer & Chalmers 


Canads Coment Bidg., 
Meatreal 
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Heat for the 
modern dwelling 


as furnished by 


(REGISTERED) 


HEATERS 


is a constant topic of 
home owners. It is 
what they have always 
wanted — heat that is 
easily controlled—and 
plenty of it—obtained 
with utmost economy, 
and with a minimum 
of personal effort. 











YORK HEATERS will please your clients. 
Booklet Mailed on Request. 








ABENDROTH BROTHERS 


Makers of heating appliances since 1840 
PORT CHESTER - - - NEW YORK 





The new “‘Rainbow’’ is now fitted with 


NowoB 


BASIN FAUCETS 


PATENTED OCT. 20, 1928 


















-2- 

: D-477 ‘“‘NEW MODEL" 

A decided improvement that makes them practically everlasting. 

The Basin faucets have bronze removable seats, hard vulcanized Rubber 
Seat Washers, non-rising, stem-direct pressure. ‘Principal’ of stem, against 
seats, no grinding or twisting and very smooth working. The body of the 
faucet is not threaded to engage the stem and (outside of the Bronze Re 
movable Seat) the body of these faucets are absolutely everlasting. 

Removable seats will be appreciated by users and in the ‘‘NOWOB 
construction not only the seat but all wearing parts are renewable. 

Rainbow fixtures have always been in demand—the *‘NOWOB”’ con- 


struction makes them better than ever. 


LIST PRICE $18.00 each Write your jobber for prices 
STREET & KENT MFG. CO. 
1954-64 Clybourn Avenue : CHICAGO, ILL. 


Manufacturers in Chicago since 1888 


United Plumbers Supply Co.’s Folder 
A very attractive brochure has just been issued by the 
United Plumbers Supply Co., Inc., 144th and Exterior 
streets, New York City. The folder, when opened, quotes 
the line: ‘‘A great institution is but the lengthened shadow 


of the men behind it’’ and carries a picture of the com- 


pany’s main plant, together with photographs of the exec- 


| utives of the main office and three branches of this job- 


ORK | 








bing house. 








1 liniats dia 











January 27, 1906. 

The annual convention of the Kansas State Association 
of Master Plumbers was held in Kansas City, Kans., on 
January 16. Carl Graeber, of Lawrence, was elected presi- 
dent for the ensuing year. 

1906 

The annual meeting and election of officers of the De- 
troit Master Plumbers’ Association was held on Friday, 
January 5th. Sherman H. Morgan was elected president. 

—1906 

The Simplex Manufacturing Company, of New York 
City, has opened an office in the Adams Express building, 
in Chicago. 








———1906 
The American Radiator Company, of Chicago, has 
opened a new office and salesroom in Atlanta, Ga. A 
new office has also been opened in Indianapolis, Ind. 
———-1906 
It is reported that satisfactory progress is being made 
in the movement to secure from the next Illinois legis- 
lature an enlargement of the scope of the statute govern 
ing the practice of plumbing so as to make it applicable 
to cities and towns of less than 10,000. The operation 
of the law is now confined to cities of the 10,000 class. 
1906 
At a banquet given by the Newark Master Steam and 
Hot Water Fitters’ Association, a New Jersey State 
Association of Master Steam and Hot Water Fitters’ was 
formed. Sol Berla was elected president. National 
President P. Gormly, and Secretary Henry B. Gombers 
delivered addresses and assisted in launching the new or 
ganization. 





1906 
The Master Plumbers’ Association of Albany, N. Y.. 
tendered a complimentary banquet to State President John 
E. Dugan on Wednesday evening, January 18th, at Ten 





| Eyck. The banquet was held in the ball room and the 
| guests were seated at small tables in groups of four or 
| six, 


1906 
The Master Plumbers’ Association of Washington, D. © 





|} at a meeting on January 14th, elected the following offi 


| 


cers: President, William Conradis; first vice-president, P 
C. Schafer; treasurer, Edward J. Hannan; and secretary 
J. C. Darnall. 
1906 
The Master Plumbers’ Association of Cleveland, Ohio 
at a recent meeting presented J. J. Comerford, its retiring 





| president, with a handsome watch fob as a token of ap 


preciation of his services. 
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WITH MASTER PLUMBERS AND HEATING 








CONTRACTORS 








NEW YORK CHAPTER A. S. H. V. E. AND A. S. M. 
DISCUSSES SUBSTITUTES FOR COAL 


The subject for a joint meeting of the New York Chap- 


E 
De 


ter of the American Society of Heating and Ventilating 
Engineers and the American Society of Mechanical En- 
gineers, held January 18, was decidedly timely, as the 
two societies discussed the burning of anthracite sub- 
stitutes. 

The members of the first named society first met for 


dinner at the Building Trades Club, then adjourned to the 
Engineering Societies Building, 29 West 39th street, with 
V. M. Frost, secretary of the Metropolitan Section of the 
Mechanical Engineers, in the chair. The introduction of 
Henry Kreisinger, research engineer for the Combustion 
Engineering Corp., found over 200 members of the two 
societies assembled. 
Mr. had 
Anthracite Substitutes 
changes when 


chosen his 
Small 
a usual thing, boilers designed for hard coal need some 
the 
coke, or bituminous coal, in the speaker’s opinion. 
engineer pointed out the best 
of fuel in boilers of this type. 

“Semi-bituminous burned without 
fired,’ Francis R. Wadleigh, formerly 
Federal Fuel Administrator, told the gathering. His talk 
confined principally soft and semi-soft 
coals, describing the various grades of bituminous coals. 
Three quarters of the United States use nothing but soft 
coal, the speaker stated, and over 80 per cent of the total 
production of coal is of this type. In Mr. Wadleigh’s opin- 
ion, the public should be educated to know the various 
grades of bituminous and to 
qualities of each type, predicting a growing use of soft 
coal in the Fast as the public becomes better acquainted 
with it. 


Kreisinger as subject “Burning 


in House Heating Boilers 


householder attempts to use oil, gas, 


The 
various kinds 


way to burn 


coals can be smoke 


when properly 


was to Eastern 


understand the combustion 


PHILADELPHIA CHAPTER A. S. H. & V. E. HOLDS 
ANNUAL MEETING AND DINNER 

The bulletin which in advance of the tenth 

annual meeting and dinner of the Philadelphia, Pa., Chap- 


went out 


ter of the American Society of Heating and Ventilating 
Engineers, announced that it was “Station B.T.U. Broad- 
casting.” 3ut the members, when they arrived at Mc- 


Allisters, 1811 Spring Garden street, Philadelphia, for the 
festivities promptly deserted this prosaic station and tuned 
in on the livelier station ‘“J.O.Y.” The following officers 
were elected for the ensuing year: President, Benjamin 
vice-president, R. E. Jones; treasurer, James V. 
secretary, Stephen S. Whitby; board of gov- 
P. Schoenijahn, Benjamin Wilson and H. G. 


Adams; 
Cavileer; 
I 


? 
\. 


ernors, 
Black. 

tetiring president R. P. Schoenijahn paid a tribute 
to the officers who had served with him during the year 
and told of some of their accomplishments. Frederick 
Mensing urged the members to attend the annual meeting 
in Buffalo, after which C. W. Farrar, past president of 


RQ 
c 


83 


the 
tions that 


New 
been 


Western 
had 
Homer Addams, 


York 


made 


the 
convention 


Chapter, outlined 


the 


prepara 
for 
past president of the American Society 


sounded the keynote of society membership and spoke of 


the good fellowship possible through membership Mr 
Addams and the three other charter members in attend 
ance, A. S. Mappett, J. J. Wilson and Stewart Jellett, were 


lauded by W. H 
called the work of the founders of the society. 


Driscoll, national vice-president, who re 


After hearing Sir Frederick Magill, the eminent Eng 
lish engineer of London, England, give his impressions of 
the United States after a five months’ visit here, members 
enthusiastically voted that he would be a great succes 


if he ever planned a lecture tour. He “poked fun’’ at some 


American institutions in a way that made his hearers roar 
with laughter. 

Probably the star act on the program, however, was the 
original revue ‘‘Research”’, with the four “‘patients’’, 
N. Walther, Alex McClintock, Jr 
liam C. Francis, the leading player 
“Doctor” 


Owen 
Wil 


were 


Ray Bolsinger and 
The “patients” 

Hackett, 
This sketch 


several acts of vaudeville, which succeeded the dinner. 


finally cured by Charles P who pre- 


followed 
A 
bouquet was presented to Charles Stewart, who announced 


scribed a dose of Research Bureau. 


that he would have to leave the Chapter owing to the fact 
that he is to move to New York City 


WILL HOLD JOHN L. BE. FIRMIN CONVENTION 
MAY 17, 18 AND 19 
Charles M. Swinnerton, Calif., 


of the State Association of Master Plumbers of California, 


Los Angeles, president 
has just announced that the next state convention will be 
held at Los Angeles, Calif., May 17, 18 and 19, 1926, and 
will be known as the “John L. E. Firmin Convention” 
honor and in recognition of the loyalty and faithfulness 
this gentleman has devoted to our State Association dur- 


in 


ing the past forty odd years. 


JERSEY CITY M. P. A. PREPARES FOR ANNUAL 
“BANQUET AND LADIES’ NIGHT 
The Master Plumbers’ Association of Jersey City, N 


, 
night in conjune 


, 


will hold its annual banquet and ladies 
tion with the installation of its new officers at the Masonic 
Club, Clinton and Crescent avenues, Jersey City, on Mon- 
evening, February 15. The which 
headed by Abraham M. Aronson 
T. Brennan, Henry A. Cohendet, John Corcoran, John 
T. Edge, Richard Entwistle, William J Valentine 
J. Sharrock and Harry 
arrangements for 
into making 
Ladies will 


day committee, is 


consists of James 


tp 
Guarini, 


and 


Ringle, Christopher J. Ryan, John 
Wasserman, Jr., 
dinner and all the trimmings that 
good time for both ladies and their escorts. 
be presented with souvenirs. 

The officers to be installed J 
Edge; vice-president, Henry A. Cohendet; secretary, James 
T. Brennan; treasurer, John J. Coppinger; sergeant-at- 


has made a splendid 


Z0 a 


up 


are: President, John 








' 
; 
: 
¥ 
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arms, William F. Bailey, and directors, John Anderson, 
William A. Barclay and Joseph Schneiderman 


Many M. P. Associations Elect Officers 


The Merchant Plumbers’ Association of Bakersfield. 
Calif., recently held its annual meeting. The following 
officers were elected: President, FE. Miller; vice-president, 
Ray Walters; secretary and treasurer, I. Reed Jones. 

The Master Plumbers’ Association of Quincy and vicin- 
ity, Quincy, Mass., recently held its annual meeting and 
elected the following officers for the ensuing year: Presi- 
dent, D. A. Chandler; vice-president, J. J. McNealy; sec- 
retary, T. A. Paradise; treasurer, E. A. Erickson. 

The Master Plumbers’ Association of St. Paul, Minn., 
recently held its annual meeting and elected the follow- 
President, E. T. Kolar; vice-president, E. S 
Mohrmann; treasurer, Adolph 


ing officers: 
Gifford; secretary, FE. A. 
Shetka. 

The Master Plumbers & Heating Dealers’ Association of 
Tampa, Fla., recently held its annual meeting and elected 
the following officers: President, Frank Williams; vice- 
president, Anthony Schleman; secretary, D. L. Griffin; 
treasurer, E. J. Holmes. 

The Sanitary & Heating Constructing Engineers So- 
ciety, Kansas City, Kans., at its recent annual meeting 
elected the following officers: President, LeRoy Phillips; 


vice-president, Albert Rothause; secretary, J. P. Neale; 
treasurer, Fred. Ganch. 
The Merchant Plumbers’ Association of Pasadena, 


Calif., recently held its annual meeting and elected the 
President, E. O 
secretary-treasurer, 


following officers for the ensuing year: 
Nay; vice-president, A. C. Hanson; 
Geo. E. Richardson. The board of directors is composed 
of the following: Ray N. Batterson, E. B. Hillier, J. A 
Hook, E. O. Nay and Geo. EB. Richardson 

The Association of Master Plumbers of New Orleans, 
La., recently held its annual meeting and elected the fol- 
President, F. P. Tweedie; vice-president, 
secretary, L. C. deLeon; treasurer, E. H. 


lowing officers: 
Wm. C. Maher; 
Loubat. 

Thomas W. Edgerton was elected president of the 
Brooklyn branch of the Master Plumbers’ Association of 
Greater New York at the annual meeting of the associa- 
tion, held Thursday evening, January 14th. Mr. Edger- 
ton’s former position of vice-president was filled by the 
election of Patrick H. Gleason, while Thomas H. Pinnell 
was elected secretary. John J. Dixon was again elected 
as treasurer, and Patrick S. Halloran was named marshal 
Abraham Cohn becomes sergeant-at-arms. 

At the recent annual meeting of the Master Plumbers’ 
Association of Pensacola, Fla., the following officers were 
elected for the ensuing year: President, E. W. Peak; 
vice-president, Chas. A. Born; secretary, and treasurer, 
J. D. Johnson. 

The Heating and Piping Contractors Association of Cin- 
cinnati, Ohio, recently elected the following officers for 
the ensuing year: President, John J. Geerin; vice-presi- 
dent, E. J. Koper; secretary, A. Bachman; treasurer, E. 
J. Niemes. 

The following officers were elected to lead the Master 
Plumbers’ Council, one of the affiliated organizations of 
the Associated Plumbing Contractors of Cleveland, Ohio: 
A. Schnitzer, president; M. Lipman, vice-president; M. 
Rovner, secretary; Leopold Newman, treasurer; M. Water, 
sergeant-at-arms. These officers were installed Thursday 
evening, January 7. At the same time the board of direc- 


tors, A. Schnitzer, M. Lipman, M. Rovner, Joseph Passov 
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and R. Glickman, were elected, and the following com mit- 
tee chairmen appointed: Joseph Passov, Membership: R 
H. Glickman, Entertainment. 





OREGON MASTER PLUMBERS PLAN TO ATTEN} 
NATIONAL CONVENTION 


Charles Fullman, Portland, Ore., chairman of the “On 
to Louisville’’ committee of the Oregon Master Plumbers’ 
Association, has announced that Oregon delegates will 
join the vice-president’s special train at Salt Lake City. if 
tentative plans carry. Washington master plumbers will 
also be included. From there they will proceed over the 
Denver-Rio Grande to Denver, stopping at Glenwood 
Springs for a bath. There will be stops at Colorado 
Springs, a visit to Pike’s Peak, a trip through the Royal 
Gorge, and many other attractions. From Denver they 
will proceed to Kansas City, St. Louis and Louisville 


Women’s Ah usxiliaries 


Philadelphia Ladies’ Auxiliary Elects Officers 


The Ladies’ Auxiliary of the Master Plumbers’ Associa- 
tion of Philadelphia, at its meeting on January 7th, elected 
the following officers: President, Mrs. Harry Stillwe!l; 
vice-president, Mrs. George Hicks; treasurer, Mrs. Wil- 
liam Beahm, and secretary, Mrs. Harold C. Asquith. This 
auxiliary has been active in charitable work, and at Christ- 
mas distributed sixteen baskets of Christmas supplies. 

Pasadena Auxiliary’s Annual Meeting 

The Ladies’ Auxiliary of the Merchant Plumbers’ Asso- 
ciation, Pasadena, Calif., recently held its annual meeting. 
The following officers were elected: President, Mrs. W 
H. Swihart: vice-president, Mrs. J. N. March; secretary 
Mrs. J. D. Ginrich; treasurer, Mrs. J. J. Meskell. 

Minneapolis Auxiliary Elects President 

Mrs O. P. Bahneman has been elected president of the 
newly organized Women’s Auxiliary of the Retail Plumb- 
ers’ Association of Minneapolis, Minn. The organization 
is planning a series of social events to take place during 
the winter and spring. 





TO HOLD ANNUAL DINNER AND LADIES’ NIGHT 

The Swiss Chalet, near Rutherford, N. J., will again be 
the scene of the annual dinner and iadies’ night of the 
Master Plumbers & Heating Engineers’ Mutual Protective 
Association of Paterson, N. J., it is announced by the 
committee. The date is to be Tuesday eyening, February 
16. The entertainment committee, headed by Chairman 
Harry Walls, Secretary Charles F. Bailey and Treasurer 
John Baker, which has functioned so well in the past, 
will again be in charge. 


New Business “Ventures 


The Bristol Plumbing Co., of New York City, has been 
organized and incorporated, with a capital of $15,000, !y 
H. Rothbart, 15 East Fortieth street, and associates. 

The D. & W. Plumbing & Heating Co., of New York 
City, has been incorporated with a capital of $5,000. 

The B. O. Graham Co., St. Louis, Mo., has been incor 
porated, with a capital of $4,000, to conduct a plumbing 
heating and gasfitting business. The incorporators ar 
B. O. Graham, Fred A. Albin and Martin Barry. 

The Young Plumbing & Electric Company, Parkersburg 
W. Va., has been incorporated by H. A. Preston, 1607 Oak 
street, with a capital of $100,000. 
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Business C hanges 
Joseph G. Riley, Inc., has moved its plumbing and 


heating business from 401 Niagara street, Niagara Falls, 
N. Y., to 513 Niagara street in that city. 

Thomas Alford has sold his interest in the Home Plumb- 
ing Co., Oakland, Calif., to Fred L. Krieg, who has moved 
the business from the old location at 179 Twelfth street 
to 1649 Thirty-fourth street in that city. 

The Minneapolis Gilt Edge Heating Co., has moved from 
1108 East Lake street to 765 Hampden avenue, in the 
Midway district of St. Paul, Minn. 

The Pierron Plumbing Co. and the Fountain Hardware 
Co., of Bellingham, Wash., have consolidated their busi- 
nesses as the Fountain Hardware & Plumbing Co. 

J. C. Dankleman, formerly in business at 716 Webster 
street, Chester, Pa., has re-entered business at 1103 Edge- 
moor street in that city, under the name of Chester 
Plumbing & Heating Co. 

H. C. Norrell, formerly at 2629 Columbia avenue, Phila- 
delphia, has recently moved into his new place of business 


at 2627 Columbia avenue in that city. 





LIMA, OHIO, ASSOCIATION GIVES BANQUET AND 
THEATRE PARTY 
The Master Plumbers’ Association of Lima, Ohio, gave 
a banquet for members and their wives on January 16 at 
the Barr hotel in that city. Following the banquet a 
theatre party was held at the Fauret opera house. 





WILL GIVE DINNER IN HONOR OF A. AUCHINACHIE 

The Master Plumbers’ Association of Albany, N. Y., is 
arranging for a banquet to be given in honor of Alex 
Auchinachie, of Binghamton, N. Y., president of the New 
York State Association of Master Plumbers, at the Hotel 
Ten Eyck, Albany, on Thursday evening, February 4. Simi- 
lar dinners have been given former state presidents and 
have always drawn a large attendance. 

Thomas F. Nolan is chairman, J. Matt DeRouville, 
secretary, and Frank F. Schimpf, treasurer, in charge of 
the arrangements for this banquet. 





Top picture, left to right: Jeremiah Sheehan, director, N. A. 
M. P., St. Louis, Mo.; “Sy” Martin, H. P. Martin & Sons, 
Owensboro, Ky.; John O’Flaherty, secretary, M. P. A., East 
St. Louis, DIL, and Wm. J. Lang, Chicago, director, N. A. M. 
P.—Lower picture: H. H. MacKenzie, secretary, M. P. A., West 
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Palm Beach, Fla.; Patrick A. MacKenna, executive clerk, N. | 


\. M. P.; M. R. Manley, director, M. P. A., Cincinnati, Ohio, | 


and John A. Bronzonie, field secretary, Florida State Associa- 
tion of Master Plumbers & Heating Dealers, Tampa, Fla., at 
recent secretaries’ conference, Evansville, Ind. 





INSIDE 
FACTS 


are vital regarding 
the purchase of a 


HOT WATER 
SUPPLY 
HEATER 


There are many superior 
features to a 


ILK 


—essentials which favor Long Life, an Excess of 
Hot Water with a Low Fuel Consumption and 
Little Attention. It Feeds Automatually. 





Let us refer you to nearbv installations in Residences, Apart 
ments, Hotels, Hospitals, Barber Shops, Schools, Greenhouses, 
Garages, etc., requiring heating capacities of 20C to 1250 


square feet, or hot water service requiring from 40 to 1490 
gallons per hour. 
Prices and details on request. 


S. WILKS MANUFACTURING COMPANY 


3521 Shields Avenue a8 CHICAGO, ILL 
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Quality Seats 
at 

Built-Well e ° 

V-Lock Joint Quantity Prices 
Oy “Built-Well” Toilet Seats are made 
SS ™~ from se'vected lumber by the most 
Lay | expe isive «method of construction— 
SI) the famous Double-Doweled V-Lock 
= Joint—and are equipped with heavy 
Patented brass fittings. 


Sectional view of 
joint turned up 
side down to 
show how dowels 
are inserted from 
bottom. Mois- 
ture only makes 
them tighter. 


Yet—you will find that they cost but 
little if any more than the ordinary 
wood seat. Write for a copy of the 
“Built-Well” Catalog showing our 
complete line of standard models 


NOW. 


Built Well Mfg. (0. 


1458 W. KINZIE ST. 
CHICAGO 


Order a sample seattoday. You 
can return ut if it 1s not the 
biggest value you ever received, 
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Johnson Burners 
make good 


Proven by twenty years’ success 


You get the benefit of our experience 


Simple to Install 
Burns the Cheapest Oil 


Plans and Directions Furnished 
Ask for latest bulletin, No. 28D 
—a valuable booklet describing 


Johnson Improved Rotary Burner 
Type 22 for Heating Plants 






Listed as Standard by 
Underwriters Laboratories || | 


Live Agents Wanted H Main Office: 
ai || S. T. JOHNSON CO. 
y | || 940-950 Arlington St., Oakland, Calif. 
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STORAGE TANK UNDERGROUND 
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$2909 909 0SS09009E9OS9OSE SSS SGE SOE 
tJ 
Welded Range Boilers 
2,999 Perfect In 
Every 3,000 Made 
D.D.WESSELS & SONS CO. 
DETROIT, MICHIGAN 
e CLEVELAND. OFi0 KANSAS CITY KAN. WALK ERVILLE. ONT. 
Patented THE NEW 











MIDLAND 
GALVANIZED 


ROOF FLANGE 


All lead sleeve with heavy calking 
ring inside. Base extra large and of extra 
heavy galvanized ARMCO iron. No 
lead burned or soldered joints to pull apart. Fits any pitch. 



















Ask your jobber or write us direct for information 


Midland Metal emma Co. 


KANSAS CITY - MISSOURI 
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**Atlas’’ Toilet Seats 


¢ 

a 

< 

« 

4 
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4 

4 

4 

. 

¢ 

é , . . 
have a uniform quality which will <4 
go along way towards assuring Y 
you of complete customer satisfac- ¢ 
tion. Every seat is fully guaran- 4 
teed and is trade-marked for your ¢ 
gaa Order from your job- - 
er. . 

Seat No. 5, Hinge No. 76—Open front ez- , 
tended lip bowl, 14-inch seat, heavy bar ¢ 
hinge, 44-inch bar, 44-inch post. 1My-(neh ¢ 
offect caet brase nicke! plated. Finished in ¢ 
natural oak, golden oak, or birch mahogany. 4 
Satin finish, rub finish, or rubbed and 4¢ 
polished. Pearl white finish, sheet celluloid 4 
covered. , 
4 

4 

4 

¢ 


KNOTT MFG. CO., Tell City, Indiana 
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CLEVELAND PROGRESSIVE ASSOCIATION INSTALLS 
NEW OFFICERS 

The Progressive Association, one of the affiliated asso 

ciations of the Associated Plumbing Contractors of Cleve- 

land, Ohio, held its installation of newly elected officers 

at its headquarters, Wednesday evening, January 6. The 

new officers are as follows: William Fussner, president: 


| Vincent Smith, vice-president; A. P. Kellar, secretary: 


George Wehrle, treasurer; H. E. Humphrey, sergeant-at- 
arms. 

William Fussner, Vincent Smith, A. Greenwald, A 
A. Heiss and George Brown constitute the newly elected 
board of directors. The various committees are as fol- 
lows: Entertainment, L. W. Webb, E. J. Breuer and M 
Patmos, chairman; Auditing, H. R. Petrie and H. E. Hum- 
phrey; Sick, A. J. Blatt and A. Budnick; Membership, J. V. 
Duncan, William Walker and H. Fagtn, chairman. 
PHILADELPHIA-SUBURBAN ASSOCIATION TO HOLD 

LADIES’ NIGHT 

The Fourth Annual Banquet-Dance and Ladies’ Night 
of the Philadelphia-Suburban Master Plumbers’ Associa- 
tion will be held this year at the White Apron Club, High 
land Park, Pa., February 10. These affairs have always 
been heartily enjoyed in the past, and everybody is look 
ing forward to another good time such as this promises 
to be. 








CONNECTICUT STATE TRADE SCHOOL OPENS CLASS 
IN PLUMBING 
The State Trade school, New Britain, Conn., opened 
plumbing classes recently, under the supervision of Otto 
Nyffler. Instruction is offered to apprentices and plumb- 
ers’ helpers, and a sizeable waiting list of names vouches 
for the future popularity of the class. 





NEW JERSEY ASSN. FAVORS 12-FT. LENGTHS FOR 
STEEL AND WROUGHT IRON PIPE 

The standardization committee of the New Jersey State 
Association of Master Plumbers is backing a campaign for 
the standardization in length of steel and wrought iron 
pipe, the masters being in favor of a standard length of 
12 ft. Using the slogan “One man handling,’ the com- 
mittee points out that the 12-ft. length would result in 
less time, less accidents, less liability and less lawsuits 
in'pipe transportation, would result in less checking, less 
shop room, less shop rent, and less time in storing, and 
would result in less help, less waste, and less time neces- 
sary in installation. In brief, the committee lists as 
the advantages of one man handling lower costs, less 
overhead, and less legal expense. A. C. Krieger of Union 
City is chairman of the committee, which consists of So! 
Berla of Newark, Emil Reigert of Camden, William N 
Chesnut of Montclair and Charles H. Koster of East 
Rutherford. 





DURHAM, N. C., PLUMBERS BEGIN LARGE SEWER 
CONSTRUCTION 

What is conceded to be one of the largest sewer-laying 
contracts ever attempted at one time in North Carolina 
will begin in Durham within a few days when a smal! 
army of plumbers will begin laying nearly 200,000 feet 
of sewer piping, ranging all the way from 3 to 12 inches 
in size, in the recently annexed portions of the city. Just 
how much time will be required in completing the job 
is not known. It is estimated, however, that the task 


will be completed in less than six months. The total cost 
of the improvement of the system and the completion of 
all plumbing work will be $1,500,000, it is estimated. 














January 30, 1926 DOMESTIC 


This E9 That, Here 9 There. 


George Sutherland, Walla, Wash., 
been in the plumbing longer than 
muster plumber in his state, is spending his vacation vis- 
iting friends in San Francisco, Calif. He is accompanied 
by Mrs. Sutherland. 

W. H. Webb has opened a new store and showroom at 
5414 College avenue, Oakland, Calif., and to 
his equipment a “plumbing shop on wheels.”’ 


has 
other 


who 


of Walla 


business any 


has added 


Marks Protestant Episcopal church, of San Antonio, 
is planning to remodel the church and to build a 


St. 
Tex., 
parish house, at a cost of $100,000. 


fia ge. beh 
en uf 








Top picture, left to right: Peter Munn, secretary, Chicago 
M. P. A.; Jos. W. Cannon, Sr., past president, N. A. M. P., and 
Wm. R. Brookman, field secretary, Norfolk, Va., Association. 
—Middle picture: A. R. Herske, manager, Heating & Piping 
Contractors Association, Cleveland, Ohio; A. C. Banko, presi- 
dent of the same association; V. L. Sheldon, president, St. 
Mo., M. P. A., and director, T. E. B., J. 
Samuel, master plumber, Montclair, N. J.—Bottom picture: 
John Graham, director, N. A. M. P., Pittsburgh, Pa.; L. 
Satterlee, president, Missouri State of M. P., Kansas 
City, Mo. and J. J. Cunningham, secretary, Missouri State 
Assn. of M. P., Kansas City, Mo., at recent secretaries’ con- 
Ind, 


Louis, and Chas. 


Geo. 


Assn. 


ference, Evansville, 


of Williams & 
represent the 


Charles Gibson, of the plumbing firm 
Portland, Ore., 
plumbing interests on the board of directors of the Build- 


January 13th. 


Gibson, was elected to 


ers’ Exchange, at its annual meeting, held 

Sullivan Brothers, Seattle, Wash., have been awarded 
the contract for the installation of plumbing in the new 
$500,000 hotel in Seattle being built by the Vance Lumber 
Co., on a bid of $44,848. The heating contract 
awarded to the West Heating Co. of Seattle on a 


bid of $11,477. 


was 


Coast 


The Centralia Plumbing Co., Centralia, Wash., has been | 


ENGINEERING 


awarded the plumbing and heating contracts on the new | 


hospital for the Centralia General Hospital Association. 


FITTINGS 


AND 


M PIPE 


Trade Mark 


IRON BODY GATE VALVES 





Trade Mart 


Screwed 
Flanged 
and 
Hub 
Ends 


Sizes 
2° to 12° 
Inclusive 





Manufactured by 


ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
GENERAL OFFICES 1801 DIVERSEY PARKWAY 


Meet the 
- Health-o-Meter 


Automatic Bathroom Scale 
Girl 


HE is helping thousands of plumb 
ers to increase their profits with 


& 


very little effort. We have some 
mighty attractive pictures of her 


which we would like to send you 
free. Pictures which will show her 
sisters in your town why and where 
they should buy a Health-o-Meter 
for their bathrooms. 


Write Today. 





CONTINENTAL 
SCALE WORKS 


5701 S. Claremont Ave. 
Dept. 68-A 
CHICAGO ILLINOIS 
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Hanna Ball Joint 
Pipe Hanger 


Guaranteed Strongest Made 


The “Ball Joint” Pipe Hanger 
swings in any direction Pipe can 
be adjusted higher or lower without 


removing hanger 
Made of malleable iron. 


Write for “‘Our Silent Salesman” 


The Penn Engineering Co. 


312 Cherry Street, Philadelphia, Pa. 


The Overton 
Roof Flashing 


makes a joint both air and water- 
tight, on any roof from flat to 
half pitch. 


Adjusts itself readily without turning 
or twisting. Adaptable both to stand- 
ard and extre heavy soil pipe. Ap- 
proved by plumbing inspectors every- 
where 


Manufactured by 


BUTLER MANUFACTURING COMPANY 
Minneapolis, Minn. 


age] 


The 
PORCELA cas 
CLEANSER 


Made expressly for cleaning and 
preserving the luster of 
Enameled Fixtures. 


Thousands of contracting plumbers If you do not have PORCELA 
¢ PORCELA and recommend it in stock order from your jobber 


mers Write today for descriptive matter 


PORCELA-RADAX COMPANY 


PITTSBURGH, PA 
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You Can’t 
Upset It! 


With a MARTIN Portable 
Vise Stand and Pipe Bender 
you can put your full force 
into pipe threading, cutting 
and bending without wond- 
ering when the whole works 
is going to tip over. The 
arrangement of the legs takes 
care of that. 


Write for Free 
Trial—NOW! 


H. P. MARTIN & SONS 
626 East 2nd Street 
OWENSBORO - KENTUCKY 
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Plans have been completed for the $300,000 Security 
sank building in Olympia, Wash. H. A. Albertson, arc! 
tect, of Seattle, made the plans and work will be started 
by April 1st. 

The board of directors of the Salem hospital, Sale: 
Ore., is considering contracts for two new wings to the 
institution, for the purpose of adding forty more beds and 
an X-ray department. 


Pulley & Zurcher, Portland, Ore., are installing plum 


| ing in a residence for the Henderson Bankus Co., at 1516 


Fowler street, in that city. 

Fred McLean, Portland, Ore., is installing plumbing 
in a duplex apartment at 45 East Twentieth street, in that 
city. 

I. Block, Portland, Ore., is installing plumbing in a 
four-suite apartment at 89 East Fifteenth street and also 
in a two-suite apartment at 886 Glenn avenue, North. Mr 
Block has also been awarded the plumbing contracts on 
nine residences upon which he is working at the present 
time 

The Industrial Heating & Engineering Co., Milwaukee 
Wis., has been awarded the contract for the installation 


| of a heating system in the testing and control station of 


the municipal sewerage plant in Milwaukee. 

The L. R. Stollberg Co., of Milwaukee, Wis., has been 
awarded the contract to install the plumbing and sewer 
age systems in the new Junior high school which the city 
of Milwaukee is building on Concordia avenue, between 
Thirty-seventh and Thirty-eighth streets. The bid made 
by the Stollberg Company was $20,989. Wenzel & Henoch 
Co., of Milwaukee, has been awarded the heating and 
ventilating contract on a bid of $58,347. 

The heating contract on a new foundry and pattern 
shop being erected for the Crucible Steel Castings Co., of 
Milwaukee, Wis., has been awarded the Zuehlke-Stoehr 
Heating Co., of that city. The shop will cost approxi- 
mately $250,000. 

Wenzel & Henoch Co., of Milwaukee, Wis., has been 
awarded the plumbing contract on the new million dollar 
hotel which is now under construction at Racine, Wis. 

The Combustion Fuel Oil Burner Co., of Milwaukee 
Wis., has been awarded the contract to install a combus- 
tion fuel oil burner in the church of the Epiphany 
in that city. 

Olympia, Wash., is to have a new $50,000 public mar 
ket with the latest facilities, to be built by W. E. Vines, 
a specialist in public market operations. The site and 
building will approximate an outlay of at least $100,000 

J. R. Widmer, 35 Grand avenue, Portland, Ore., is hav 
ing plans drawn for a building, 100x100 ft., to be built 
at East Seventh and Couch streets, which will provide 
space for three stores and about 7,500 sq. ft. garage space. 
The cost will be $20,000. Mr. Widmer is treasurer of th« 
Portland Master Plumbers’ Association. 


Plans are being prepared by Lawrence & Holford, Cham 
ber of Commerce building, Portland, Ore., for the $35,000 
Grace Memorial Episcopal church to be built at Seven 
teenth and Weidler streets, that city. 


R. W. Church, Portland, Ore., is installing plumbing 
in a four-suite apartment house at 164-170 East Fortiet! 
street, in that city. 


Smith-Warren-Colliver, Inc., Portland, Ore., are instal! 
ing plumbing in a building for the Columbia Security 
Co., at 723 Wayne street, in that city. 

Astoria, Ore., will have a new $300,000 post office and 
federal building; Eugene a $190,000 building. Centralia 
Wash., will get a $100,000 building; Hoquiam a $125,000 
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building; Seattle a structure to cost $3,250,000, and $650, 
000 for custom house extensions, according to the report 


* the house building committee at Washington, D. C., 
recently made public. 
Rushlight, Hastorf & Lord, Inc., Portland, Ore., are 


nstalling plumbing in a business block at East Third and | 


furnside streets, in that city. 
The Samuel Jackson Co., Pawtucket, R. L., 
i\warded the contract by the Pawtucket Gas Co 


has been 
for the 


ustallation of a gas fired steam boiler in the new build- | i 
This | j| 
boiler is said to be the largest of its kind ever installed | 


ng for the William K. Toole Co., on East avenue. 


1 this section of the country. 

The Hotel Bond, Hartford, Conn., is having plans pre- 
pared by Pennington & Lewis, 25 Park avenue, New 
York City, for a hotel addition to cost $1,500,000. The 
new addition will add 320 rooms to the present building. 
Further changes call for an extension of the dining room 
and the construction of a clubroom to take care of meet- 
ings and conventions. 

Little & Haggerty, 16 Housatonic street, Derby, Conn., 
has been awarded the heating contract on the three-story 
shop to be built for the Derby Gas & Electric Co. D. H 
Kelly, 36 Elizabeth street, that city, has been 
ihe plumbing contract. 

B. Y. Acker, 16 Lake street, Greenwich, Conn., 
been awarded the contract for remodeling the 
and plumbing systems in connection with alterations to 
the Town Hall in that city. 


has 


Richards & Jessup, 27 Summer street, Stamford, Conn., 
have been awarded the heating contract on the Woodland 
school to be built on Woodland avenue, Stamford. John 
Kk. McNamara, 458 Atlantic street, has been awarded the 
plumbing contract on this project. 











H, 


The plumbing establishment of E. Grogan, in Stockton, 


Calif. 


The American Construction Co., of Toms River, N. J., 
has been awarded the following contracts: Plumbing in 
a new building for Robert Johnson at Point Pleasant; 
plumbing and heating on addition to Lavallette Hotel, 
Lavallette; plumbing and heating on new building for Wm. 
Marquis at Toms River. 

Harry Ney, of Toughenamon, Pa., has been awarded 
the plumbing, heating and drainage contract on the Wm. 
Fahey Post Home of the American Legion, at Kennett 
Square, Pa. The general contract amounts to $75,000. 

The heating contract on the new $1,000,000 high school 
to be built on Exchange street, Pawtucket, R. I., has been 
awarded to H. L. Graham & Sons, 66 Exchange street in 
that city. 

Vanderman Bros., 170 Pearl street, Hartford, Conn., 


awarded 


heating | 
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Boost Your Sales 


With This Blower! 


They’re all prospects for this great money saver. 
Apartment house owners, superintendents and 
directors of schools, churches, and clubs, as well 
as dwelling house owners, all want to save money 
on their fuel bills. Just about now their coal 
supply is probably getting low. With condi- 
tions as they are, due to the coal strike, people 
don’t know what kind of coal they will be able 
to get. 


Here’s your chance to create a big demand in 
your district for the Sturtevant Coal Burning 
Blower. With one of these utility blowers to 
provide draft, your customers can burn Buck- 
wheat coal and get just as much heat as if they 
were burning the larger sizes. 


Here is a big saving. The Sturtevant Coal 
Burning Blower will pay for itself the first sea- 
son wherever the coal consumption is over ten 
tons. 


Get behind this blower now and push its sale. 
It’s well worth your while. You make a profit 
on the resale of the blower and an additional 
profit on the complete installation. Let us send 
you descriptive matter and dealers’ prices. Tear 
out the coupon below and send it back NOW 


B. F. STURTEVANT COMPANY 


HYDE PARK 
BOSTON, MASS. 





B. F. STURTEVANT COMPANY Dept. X 
Hyde Park, Boston, Mass. 


Without obligation to me, send along trade discounts and further 
information on Sturtevant Coal Burning Blowers. 


Name. 


Address 


Cl ..0. State 
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Learn about 


DUROCK 


—the perfect material for 
bathroom equipment 


See next issue of this 
publication 





























Q S Double Seated Back Water 


FLOOR 
DRAIN Wavy 


Nos. 1102, 1115 and 1120 
In 2", 3” and 4” sizes 
Open pattern type 
Enlarged throat gives 
double areca water way 
around ball. Full 4” seal 
Brass cleanout plug. 
Polished brass or nickel 
plated strainers Lower 
seat prevents siphoning. Spun copper ball. Illustration shows sand 
arrester and ball seats which prevent jback water overflow and the 
escape of gas. It’s the best ever. Order from your jobber. 


Q S Sanitary Mfg. Co., Waterloo, Iowa 














Vitreous China Basins 


are a fixture that add to the appearance of your more 
important installations and net you a larger profit at 
the same time. Let us quote you on our ‘‘Superior”’ 
Line. Also on closet tanks and bowls. 





HORTON POTTERY CO. Chillicothe, Ohio 





GERSTEIN soicers 


a guaranteed product 


Every Gerstein Boiler is built to provide a 
real source of profit for the plumber and to 
give permanent satisfaction to the user. Any 
size, capacity or test in Vertical or Horizontal 
Boilers can be furnished at short notice. 


Write For Details 
GERSTEIN BROS. & COOPER 


1-3 W. Third St. - SO. BOSTON, MASS. 
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being constructed at 275 Pearl street. Otto Epstein Brix 
38 Elm street, Hartford, has been awarded the plumbing 
contract on the building. 

The Buckingham-Routh Co., 64 Grove street, N 
Haven, Conn., and the Curtis & Pierpont Co., 272 EF 
treet, that city, have been awarded the heating and 
plumbing contracts, respectively, on the Delta Kappa | 
ilon fraternity house, which is in course of constructi 
in that city. J. Gamble Rogers, of New York City, is t 
architect. 

The George FE. Soar Co., 4 Alden street, Boston, Ma 
is installing the heating system in the new $200,000 
building at Lowell, Mass., which will contain bowling 


| alleys and stores. 








The Jennison Co., Putnam avenue, Fitchburg, Mi 
will install the heating system in the church now being 
built for the Immaculate Conception Parish, in that cits 

A $75,000 bond issue has been authorized by Klamath 
Falls, Ore., for enlarging several schools in the distri 
and for a general expansion plan. 

POLLUTED RIVER TAKES MANY LIVES 

Pikeville, Ky., water system installed last spring has 
eradicated typhoid fever in that city, in the opinion of 
prominent Pikeville physicians. Dr. W. J. Walters, for 
mer Pike County health officer, said that he knew of no 
typhoid fever in Pikeville except three cases brought to 
the hospital for treatment from Wolfpit, Ky., where 
typhoid had broken out again. “I attribute the absence 
of typhoid to the well filtered and chemically treated 
water supply the city recently installed, without which the 
stagnated water condition of the river here probably would 
have resulted in an epidemic,”’ he continued. 

Until last spring the water supply was pumped directly 
into the homes from the river, and as a result an annual 
toll of lives was claimed by fever. Two men active in 
the installation of the present sanitary system died at 
their homes in Pennsylvania from fever contracted whil« 
supervising the work in that vicinity. 


Public omfort Stations 


Van M. Griffith, president of the Park Board, Los 
Angeles, Calif., announces that its program for the new 
year includes a comfort station in Cahuenga Park, oppo 
site Universal City, and one in Garvanza Park. 

The West Park Board of the City of Chicago recently 
approved of the erection of seventeen public comfort sta 
tions in the west side parks. Each station will be built 
at an approximate cost of $6,000. They will all be com- 
pleted by next summer, and will be self supporting by 
news stands and confectionery booths operated in the 
same building. The comfort stations will be located at 
the following corners: Logan Square and Milwaukee avs 
nue; Kedzie and Fullerton avenues; Armitage avenue and 
Humboldt Blvd.; Kedzie and North avenues; California 
and North avenues; California avenue and Division street 
Kedzie avenue and Franklin street; Homan avenue and 
Madison street; Douglas Blvd. and Kedzie avenue; Inde 
pendence boulevard and Roosevelt road; California and 
Ogden avenues; Crawford avenue and Washington boule 
vard: Ashland and Warren avenues; Marshall boulevard 
and Twenty-second street; Logan boulevard and Californi» 
avenue; Wicker Park avenue and Robey street. Need of 
the buildings was pointed out, and the locations suggested 


by the Comfort Station Committee of the Advisory Council 
of West Side Citizens recently formed by John Dill Robert 
son, president of the West Park Board. 
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NORTH CAROLINA MASTER PLUMBERS ENJOY GOOD | {OEURORU ROR A UR 
YEAR 

A resumé of the plumbing trades in North Carolina | i 
during the past year by officials of the North Carolina 
Master Plumbers’ Association, brings to light the fact ‘ 
that the year, as a whole, was the most prosperous so far BS 
in the history of the trade in this state while at the same K 
time prospects for an even greater volume of business in E 
1926 are most promising. ss 

North Carolina, as a whole, the resumé shows, had its : 
greatest era of prosperity in 1925 since the war-period. 
In fact this prosperity was much more stable and sub- 
stantial than during that hectic season of 1917-1918. 
Working conditions also were much better and labor, of 
course, more plentiful. The state underwent the greatest 
building program ever recorded, and it is shown that the 
building projects now under way and being planned will 
probably eclipse this year those of the past. 

Central Carolina lead the state this past year in the 
amount and volume of building, much of this being still 
under way. Giant building projects planned for the eastern 
and western sections of the state in 1926 run well into the 
millions of dollars and the plumbing trade will, of course, 
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get its share of these millions. | 

There has not been any scarcity of skilled labor in the S| 
trade during the past year, despite the fact that the bel 
exodus to Florida was for a time most pronounced and did Pal 
some damage. High wages are being demanded and paid 9 ° . ° f b| 
but these are being passed on to the “consumer,” so to Here Ss Lifetime Service! P| 
speak. 25] 


Collections are reported to have been good, in fact, 
comparatively little credit business was encouraged. Vast 
amounts of supplies have been purchased by members of 
the association and wherever possible these were paid for 
in cash and bills discounted. There have been unusually 
few failures in the trade and master plumbers are more 
than pleased with conditions which have existed and with 
the outlook for the new year. — 


Swimming - Pool News 


NCE installed, there’s no 

more worry about a Deca- 
tur Home Water System. It’s 
on the job, day in and day 
out, with no attention from the 
owner except occasional oiling 
and recharging the air tank. 
Servicing calls need never enter 
your head. 
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The City Council, Cleveland, Ohio, plans to build a x4 
swimming pool in the Woodhaven Park district, to cost DEC TOR 5 
‘ or 4 | 
about $25,000. isa 

The swimming pool being constructed in the New Pa- Home Water System Re 
lama settlement in Honolulu, Hawaii, will be built of with the : Pe 
white-enameled brick, which was recently shipped from ’ nn . ) py 
hee Aieaien: Colet, Burks Super-Turbine Pump i 

. . soe | 

William M. Keller, 391 Elmwood avenue, Providence, “Built to wear without repair fe | 
R. IL, has been awarded the plumbing contract on the d 3 fel] 

: ; ‘ : - is an < 
swimming pool which is under way on South Main street aaa aa er a el 
; € art o > Cz ; 4 
for the Providence Boys’ Club. . fl 

. Water System. Only one moving be 
= = See eS ss part—won’t wear out. ‘Old Number ba 
One”’ is still on the job without a 4 
dime’s worth of repairs after is 
pumping 7,000,000 gallons —operat bal 
ing continuously for more than four os 
years! eI 
More information? A postal bringsit. Today. sil 
eI 
re 
Decatur Pump Company = 
3 e 
f| 632 E. Cerro Gordo, Street, Decatur, Ill. 3 
x i 
AY Sales connections in Pittsburgh, New York, | 
= Boston, Buffalo, Baltimore, Cleveland, ie 
Cy Detroit and other principal cities. 4 
The plumbing and heating establishment of Hoffman & Rhien, Ke : i sini :|| 
at Modesto, Calif. CH SENS a 2 
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ARGE manufacturers are con- | 


Iron Body Swing Check Valve amit seeking novel ways of 


bringing their products to the attention of the buy 





Rotating Discs and Renewable Seats ing public. Advertising is the most effective agency with 
The ori ginal Pratt & Cady design which to accomplish this and many interesting forms are 
: : . sed The enormous sum of money spent annually in 

Equi; ped with tne rotating swin lisc, patente — - 
gris © g disc, patented this way is proof in itself of the results that are obtained 


by us in 1078, now standard and specified by 
Fire Underwriters. 

The seats may be reground if necessary, or discs renewed 
without removing the valve from the line. For horizontal 


Business men are too shrewd now-a-days to spend their 
money without getting something in return. 
One of the most popular methods of advertising is by 


or vertical pipe lines. Write for Pratt & Cady catalog of the use of slogans. “They Satisfy’, “Fifty-seven Vari 
iron and bronze valves. <aar — ” “ r " 
ee onze valve eties’’, “It’s Toasted”, and ‘Ask The Man Who Owns On: 
3 1" CTER itl — ¥ - : ; 
READING STEEL CASTING COMPANY, Inc. are well known slogans that instantly bring to mind some 
RAT” 4 4 4 >; y P 2 9 
PRATT & CADY DIVISION product Why is it that these slogans are so effective 
An Associate Company of the AMERICAN CHAIN CO.,, Inc., ; . : 
Bridgeport, Connecticut In the first place, the slogan is usually short, with a pecu 
Canadian Representative—Canadian Fairbanks-Morse Co., Limited liar catch to it that makes it easy to remember. In the 


second, place, it is in the public eye so much that the mind 
unconsciously thinks of the product when the slogan is 


| | READING Sor steel | 
”! PRATT¢CADY aed goo bronze | 


specializing for quality valves anv fittings | 


heard, and vice versa. 

Cards on street cars and elevated trains and posters on 
train platforms are other ways of advertising. Thou 
_-————— sands of dollars are spent every year on bill board ad 

——— vertising. This is an exceptionally clever way of catching 
the eye of motorists. At night these bill boards are 
a usually lighted with powerful flood lights and are even 
A Return Line more attractive than in the day time. Newspapers and 

| magazines have proved their value without a doubt, and 

| that their value is appreciated is clearly evidenced by the 
VACUUM PUMP | fact that they carry the bulk of the advertising done in 

this country. 

| without a Peer Still another form of advertising, that is more widely 
used than might be expected, is the epigram. Not only is 

| this used by plumbers, but also by filling stations, jewelers, 
shoe stores, cigar stores and others too numerous to men 
tion Blackboard epigrams are steadily increasing in 
popularity as an advertising medium. Business men are 
coming to realize more and more that it is not necessary 
to invent some new-fangled idea in order to attract the 
| buying public. A little humor is always sure of doing just 
that thing, and nothing can supply that humor better than 























the blackboard epigrams that we give you in this column q 
° ° | 

| Capacity, Efficiency and If you must waste somebody’s time, waste your own 
| . Coa A 

Quality Guaranteed | As a comfortable seat a good rocking chair beats 4 

throne. 
. me ae 
Sold on Honor , , 
One taste of success is better than a mouthful of defea! 





at Right Price ° 8 


The polished orator ought to be sure of his finish. 









































Ec Pumpi hi 
onomy Pumping Machinery Co. : 
87-122 N. Curtis St. Chicago When a girl marries in haste it’s sometimes her las! 
chance. 
* * * 
District Agents Everywhere A broad mind isn’t necessarily deep 
ew ies = 
’ | Better a wise enemy than a fool friend. 
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‘Been Sold— 
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Let’s Go! 








Hotstream, Quadruple 
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The New 


AMBASSADOR 


Office and Theatre 
Building 


Under Construction at St. Louis, Mo. 


Owners 
Skouras Bros.’ Enterprises, Inc. 


Architects 


C. W. & Geo. L. Rapp 


Plumbing Contractors 
American Plumbing & Heating 
Company 


Plumbing Jobbers 
Standard Sanitary Mfg. Co. 


General Contractors 
Boaz-Kiel Construction Co. 


Equipped throughout with the 


Watrous 


Flush Valve and 
Duojet Wall Closet 








Watrous Flush Valve and Duojet Bowl 
Wall Type 
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The Farthest Scientific Advance 
In Sanitation and Economy 


The Watrous Closet 


Combination 


HE design of the Watrous Duojet Closet eliminates 

the narrow outlet needed in other types to maintain 
syphonic action, but which often causes clogging, over- 
flowing and heavy repair bills. To dispense with this 
constricted outlet, 2 powerful converging jets effect a 
thorough, instantaneous flush, expending far less water 
than is Consumed with the usual single jet type. 


Special Merits of the Wall Type 


The wall type, here shown, avoids the loss of money and 
time occasioned by providing for closet connections in 
the floors of new buildings; a furred (dropped) ceiling 
is made unnecessary. This type also simplifies the work 
of keeping the bathroom floor clean and sanitary. 


Write for full details on the Watrous Flush Valve and 


Duojet Bowl. Loose leaf catalog pages on request. 


PLUMBING DIVISION 
Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures—Pop-Up Wastes— Drinking Fountains— Liquid Soap Fixtures —etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street 


(Established 1885) 


CHICAGO 


Pacific Coast Representative, H. H. CHAFFEE 


Los Angeles Office, 1234 S. Broadway 





San Francisco Office, 741 Call Bldg. 
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HERE IS A RIDDLE 
There were three corners on the street. On one corner 
ere Was a post office; on another corner there was a drug 
ore, and on the third corner there was a delicatessen shop 
Everybody who 


the middle of the street was a traffic cop. 
issed called the traffic cop “Oscar.” 
Why did they call him Oscar? 
*Answer at bottom of page. R. S., Chicago 
BILL SAYS THESE ARE FOOLISH QUESTIONS 
Where can a man buy a cap for his knee? 
Or a key to the lock of his hair? 
Can his eyes be called an academy 
Because there are pupils there? 
In the crown of his head what gems are found? 
Who travels the bridge of his nose? 
Can he use, when shingling the roof of his house 
The nails on the end of his toes? 
Can the crook in his elbow be sent to jail, 
If so. what did he do? 
How does he sharpen his shoulder blades? 
I'll be hanged if I know, do you? 
Can he sit in the shade of the palm of his hand, 
Or beat on the drum of his ear? 
Does the calf of his leg eat the corn on his toes, 
If so, why not grow corn on the ear? 
BILL S., Olean, N. Y. 


NOT RUNNING TRUE TO FORM 


Mike Flaherty had a list containing the names of all the | 


men in his neighborhood he could lick, and he was showing 
it around, 
“Have ye got my name on that lisht?” asks O'Toole. 
“Sure I have—yer name is right there on the top.” 
“Flaherty, ye ould foorflusher, ye know I kin licke ye.” 
“Alright, I'll scratch yer name off the lisht.” 
F. A. W., San Francisco 
OR WILL YOU? 
suppose you can tune a neutrodyne, a crystal or a het, 
Ind if I mention Zenith, you will answer me, “You bet.” 
But here’s something I want to ask, and you won't say “Pish 
tish,” 
i want to know, now tell me please. can you “Tuna Fish?” 
OAK PARK PATSY. 
“SV” SEZ 
] once had a bottle of rye, 
Most costly money could buy; 
I hired a feller 
TO sweep out the cellar— 
I once had a bottle of rye. 
One: Do you really think that poor fellow hasn't any 
money? 
The other: Quite certain. He spoke with a broken accent. 
A careful driver is one who can wear out a car without the 
assistance of a locomotive. “SY” MARTIN, Owensboro, Ky. 
ONCE IN A LIFETIME 
The train robber was going through a Pullman car. 
“Out with your dough! I'll kill the men who haven't any 
money and I'll kiss all the women.” 


An elderly and chivalrous gentleman said sternly; ‘You | 


shall not touch these ladies.” 
An old maid in an upper berth leaned out and shouted: 
You leave him alone; he’s robbing this train!” 


F. B., Detroit. 


*The answer to the riddle is, according to our contributor: 
“Because his name was Oscar.” i ae A 





The last man he showed it to was Dennis O'Toole, | 


DOMESTIC ENGINEERING 95 


The Fit-All Pipe Hanger 


Solves the Problem 


For years plumbers and steam fitters have 
bothered over the pipe hanger question with 
its long unhandy rusty rods, stove bolts, etc. 
Now comes the Fit-All Pipe Hanger 
cold rolled galvanized strip steel —— high 
factor of safety rolled in a light easily 
carried reel, with cotter pins to fit no 
waste ends -— all used to a profit. 
Fit-All is applied quicker, and lasts longer. 
Send for sample reel at $1.00, and 


name of nearest jobber. The result 
will surprise you. 


CONSOLIDATED STEEL STRAPPING CO. 


2608 N. Western Ave. 


Chicago, Ill., U. S. A. 














If we have it 
you can 
bet it’s right 











er 


Lucky Strike Drain Board Mats 


No housewife who ever used a rubber drain 
board mat and learned its many advantages 
would be without one. Its use saves chipped 
| ; and broken dishes and reduces the annoying 
rattle to a minimum. 





Lay in a small stock of drain board mats— 
put a few of them on display and you'll soon 
have an increasing over the counter trade 
which will also develop more plumbing pros- 
pects for you. 


Made of soft moulded rubber, corrugated on 
both sides and a raised edge on top. They 
come in three sizes—i4”x18”, 16”x22” and 
18”x24”—packed in individual cartons. 


Ask Your Jobber 








| Lavelle Rubber Company 


320 W. Illinois St. Chicago 
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THE 
“MERION” 


A Good Heater 


In a Large Market 
With a Real Profit 


These are the three big reasons 
why thousands of “Master 
Plumbers” are installing “Mer- 
ions’ and increasing their profits. 

















Made in 3 Sizes 
Retails For 


$60 — $70 — $90 


(PLUS INSTALLATION CHARGES) 


“Merion” Heater business is grow- 
ing. Are you getting your share? 


Ask Your Jobber for Discounts. 


JoHN Woop MrFrc. Co. 
Conshohocken, Pa. 
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Bath a 


ne hundred and fifty 
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‘Day Movement 


0 -eight cities and towns in the United 
have had “The Story of the Bath’ furnished for use as sut 


mentary reading in their school 


have inquiries here from as 1 
more cities and towns—inquiries { 
school teachers or principals, a 
where copies of this booklet ma 
obtained for use in the classr 


In such cases we send a sample 
y to the local—or if there is no local t 


state—association. 


HE associations to whom these inquiries are 1 
ferred do not always take advantage of the opp 


tunity offered. There are not many industries which 


can secure distribution of their literature in schools in thi 
country. The school authorities scrutinize such literatur: 
closely, in order that nothing which contains direct selling 
efforts shall get by. 

“The Story of the Bath’ meets the conditions of th: 
schools perfectly, yet without weakening its influence in 
spreading the gospel of sanitation, and of better health 
through more frequent bathing. Consequently, in the 15% 
cities and towns where it is now used in the schools ther: 

| is a livelier interest in Sanitation, a better knowledge of 
the service rendered by the plumbing fraternity and 
greater use of the products which the plumber sells. 

Other industries pay thousands of dollars every year 
to secure such publicity as may be obtained by a distribu 
tion of “The Story of the Bath’’ at the cost of a few 
dollars. 

Write ‘‘Domestic Engineering.’’ We may have an in 
quiry from a school in your community. If not, we will 
tell you how to interest your school authorities and reap 

| the benefit of what is recognized as the very best type 
of publicity. 





ELIZABETH, N. J., ASSOCIATION CHANGES ITS NAME 


The organization formerly known as the Master Plumb- 
ers’ Association of Elizabeth, N. J., will in the future be 
known as the Master Plumbers, Steamfitters and Sheet 
Metal Workers’ Association, Inc., of Elizabeth, N. J., and 
Vicinity. The change in name was made in order that the 
kind of work done by the association members might be 
announced in the name, which did not cover those who do 
no plumbing work. 

Another reason was that the journeyman plumbers and 
steamfitters in that territory are combined in one union, 
the sheet metal workers having a separate union. As all 
wages and working agreements with these unions were 
negotiated by the old master plumbers’ association, the 
masters who specialize in steamfitting and sheet metal 
work seldom had a voice in these agreements because they 
were not members of the association. The change is 
expected to overcome this feature. 

The association is now arranging for its second annual 
dinner, entertainment and dance, to be held on Saturday 
February 6, at the Elks’ Auditorium, Elizabeth. 





ORGANIZE BOOKKEEPING CLASSES 
President L. J. Kruse, Vice-President J. Harry Russel! 
| and Secretary Edward Looker of the California Sanitation 
Development League of San Francisco, recently organized 
bookkeeping classes among the master plumbers of Sac- 
ramento and Palo Alto, Calif. Twenty-three members 








were enrolled at Sacramento, and twenty-one at Palo Alto 
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PATENTS 


Heating Department 


1,567,404. Radiator. Hubert L. Whitelaw, St. Louis 
County, and Walter G. Vollmer, St. Louis, Mo., assignors 
to Jesse M. Williams, Santa Monica, Calif. In a sectional 
radiator a row of hollow sections having a combustion 
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1,567,404. 
chamber in their lower ends, said combustion chamber 


having an end wall adjustable longitudinally of the com- 
bustion chamber to vary the length thereof with respect 
to the length of the radiator, and a burner in said com- 
bustion chamber. 
7 . * 
1,568,007 Oil Burner. Frank J. Tarr, Tulsa, Okla. 
An oil burner of the character described comprising a plan 
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view substantially flat rectangular casing, a cover plate 
removably secured to the upper side of the casing, said 
cover plate having an integrally formed air or steam 


inlet upon the upper side thereof, a longitudinally movable 
section received in the forward end portion of the casing 


which includes substantially V-shaped side walls and defin 








ing an outwardly flared discharge portion upon the upper 
sides thereof, an oil pipe connected to the rear portion of 
the casing and having communication with the longitudi- 
nally movable section, and a longitudinally extended rod 
member having one end threaded within the oil inlet pipe 
and its opposite end within the longitudinally 
movable section whereby the mixture and entrance of oil 
with the air or steam within the mixing chamber defined 
in the upper portion of the longitudinally movable section 
may be determined or regulated by moving the longitudi- 
nally movable section inwardly and outwardly within the 
casing. 


swiveled 


on * . 


1,567,482. Fuel Burner. Alfred R Fort 
Fla. In a fuel oil burner, in combination, an oil 
supply tube, means for atomizing the oil and discharging 
it in the form of a conical sheet, said means including a 
cap having an outer surface in the form of a frustrum of 
a cone coaxial with said conical sheet and having a central 
aperture in its end, a second cap having an inner conical 


Anthony, 
Pierce, 
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always at your finger’s end. 





prove it. 
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Know where you stand this year! 


Have exact cost and correct re-sale prices of every item you handle, 
The Plumbers’ and Steamfitters’ Price 
Guide tells you what you want to know, when you want to know it. 
We claim that it will save you money to own one. 


BAREHAM & SAUNDERS Ae 


. | 
Soil Pipe Fittings, Bxtra Heavy 





Make us 


Rochester, N. Y. 




















Mail the Coupon—NOW! 
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Sump — Boosters 
Swimming Pool 


7 OS ee oe on w 

Fig. 194-B — Illustrates 
standard Vertical Cen- 
trifugal Sump Pump. 
These pumps are built 
for handling drainage 
water, sewage, etc. 


Complete Bulletin 
No. 120-A to be 
had upon request. 


Manufacturers 
agents calling on 
architects and 
plumbing contrac- 
tors interested in 
this line should 
communicate. 








ESTIMATING 
RADIATION 


is a very simple matter 
when Perrigo’s “Table of 
Estimated Radiation” is 
u 

This table, consisting of 
two charts, one for steam 
and one for hot water 
radiation, is used and 
recommended by some of 
the best authorities in the 
trade. 

The charts have been 
computed from standard 
recognized rules. They 
will enable you to know 
you are right. And they 
will save you time, waste and worry. 

Given the amount of glass surface, —n wall and 
cubical contents, the radiation requi for any size 
room can be read easily and quickly 

They are printed in two colors, on heavy celluloid, 
making four pages, size 414x67¢ inches, substantially 
bound together with cloth. 

Perrigo’s Table of Estimated Radiation will pay 
for itself if used only once or twice during the heating 
season. And it will outlive several such seasons. 


Price, $1.00 Postpaid 





Domestic Engineering 
1900 Prairie Avenue :: Chicago, IIl. 
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surface coaxial with the outer conical surface of said {\; st 
cap and spaced therefrom, thereby forming a conical | 
sage between said caps, and vanes on the outer con 
surface of said first cap inclined at a slight angle to 











1 567,482. 


elements thereof, said vanes extending from one base |o 
the other of the frustrum, and the tips of the vanes ad/ja- 


cent the aperture lying approximately in a conical surfac: 





- . s 
1,569,640. Oil Burner. Paul B. Streich, Joliet, 11! 
In an oil burner, a cup like burner body formed with 
centrally located upstanding boss, an imperforate top 
member covering said cup like member and spaced ther: 
from to leave a gas discharge slot at its outer side, said 








i744 
1,569,640. 


top member having a centrally located downwardly pro 


| jecting boss, spaced away from the upstanding boss of th: 


body to leave a passage therebetween, an oil atomizing 
nozz‘e discharging tangentially into the annular chamber 
formed between the body and top member, and there 


| being a separate air inlet, opening through said upstand 





ing boss of the body. 
+. + 7 

1,568,587. Oil Burner. Charles C. Cushman, Auburn, 
Me. In an oil burning apparatus for domestic heaters, 
an intake chamber projected within the fire door of the 
heater and having a gravity controlled draft door for said 
chamber, a burner bowl set in said chamber and project- 
ing through the top thereof and having lateral upwardly 
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1,568,587. 


inclined intake draft pipes leading from the chamber to 
within the walls of the bowl to supply air centrally of th: 
burner, said bowl wall having a plurality of smaller draft 
openings above said draft pipes for supplying air periph 
erally of the bowl and adjacent the lip thereof, and a fue! 
nozzle adjustable radially of the bowl and projecting be 


| tween the draft pipes. 
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1,568,717. 
kk. Braemer, Cranston, R. L., 
ing Company, a corporation of Maine. In 


Air-Conditioning Apparatus. 
assignor to American Moisten- 
an air condi- 


ning apparatus, the combination of an air passage for | 


means for causing a cur- 
means for spray- 


supplying air to a place of use, 
rent of air to flow through the passage, 
water into the passage for 

. air passing therethrough with moisture, 
the passage for removing the suspended or entrained 














568,717. 





7O A COMPEESSOR 








moisture in the air after subjection to the water sprays, 
means for varying the temperature of the spray water 
before being sprayed to compensate inversely for varia- 


tions in temperature of the air being treated whereby the | 


air temperature may be maintained substantially constant, 
and thermostatic means for controlling the temperature 
changing means for the temperature of the spray water, 
the same including a thermostat arranged in the 
passage between the spraying means and the eliminators 
and subjected to water having the temperature of the 
sprayed moisture suspended or entrained in the air before 
removal by the eliminators, and wherein further, the ther- 
mostat in the air passage between the spraying means and 
the eliminators comprises a suspended water vessel open 
at its top, and a thermostatic element arranged within the 


vessel and constantly submerged in the water contained | 


therein, said vessel surrounded by moist air and receiving 
its water from the moisture suspended or entrained in the 


air which passes over and in contact with its upper 
surface. 
Plumbing Department 
1,568,346. Slow-Closing Valve Mechanism for Fluid- 


Containing Tanks. Thomas W. Ryan, Concord Junction, 
Mass. A slow closing valve construction for a liquid con- 




















taining tank comprising an outlet conduit having a valve 
seat, a co-operating valve tending normally to engage said 


valve seat, means for withdrawing said valve from the | 


William G. | 


substantially saturating | 
eliminators | 


air | 
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STARBUCK’S 
| FOUR BOOKS 
on PLUMBING 


| 
|] The RED, BLUE, GREEN and BROWN Books 
$5.00 for the set — postpaid 


(Regular Price $6.00) 


Send for 1925-1926 Tool and Publication 
Catalogs — just lssued. 


(| R. M. STARBUCK & SONS, Inc. 


42 Allyn Street Hartford, Conn. 











Acid Eats Profits 


Wherever acid is used in industry, it must finally be dis 
posed of 

Ordinary drainage systems suffer, and must often be re- 
paired, and every so often replaced. 

Duriron drain pipe is no more affected by acids than it is 
by pure water 

You can sell your customer on the economy of Duriron, 
and at the same time you make a better profit for yourself 
Wherever acid is wasted, Duriron pipe is needed 


Duriron is produced only by 


me DURIRON caren ons 























Thermostatic 
Radiator Traps 
are 


Efficient, Silent, 
and Self Cleaning 


Completely drains Radiator 
of water but does not pass 
steam, 


STERLING ENGINEERING COMPANY 
1640 Holton Street - Milwaukee, Wis. 





A Representative in your Locality 
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TILLERY’S LITTLE 


164 MARKET STREET 


DOMESTIC 


Add to Your 
Winter Profits 


by featuring Tillery’s ‘‘Little 
Janitor” Furnace Clock. 
Every furnace owner will 
gladly buy this inexpensive 
and necessary piece of labor- 
saving equipment. It oper- 
ates equally well on the elec- 
tric switch. Sell two to a 
customer. Write for dis- 
counts. 

Fully Guaranteed. List Price, $5.50. 


JANITOR CLOCK CO. 


NEWARK, NEW JERSEY 
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MILLER TRAPS 


are simple in design, durable in construction and 


positive in operation. 


The model shown—MIL- 


LER’S No. 2 Cellar and Back Water Trap—has a 


rubber seated, floating copper ball and a deep water 
seal which ensures the most perfect protection 











against back water that money 
can buy. Write for full details 


Miller Foundry & 
Specialty Co. 


North Tonawanda, 
New York 














Bath a Day 


$1.75 per 100. 
Bath a Day Signs. 


diam., for windows, windshields, etc. 


Bath a Day Posters. 
diam., for windows, billboards, etc. 





\ = 
C 
Crp af 


Bath a Day Stickers. 
black, to stick on letters, bills, etc. 
Bath a Day Buttons. 





ed | 











Helps 

114" diam., orange and 
45c per 1,000. 
¥%" diam., with pin. 


Orange and black, 634” 
10c each. 
Orange and black, 21” 
10c each. 


Please send check with order. 
DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


| thereby 


| Mixtures of Liquids and Solids. 
2. mam # 
| with a basin, formed with an inclined interior support, 
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seat, means operable by the water flowing through d 
outlet to produce a partial vacuum and means oper: 
to exert a gradual retarding action 
closing movement of said valve, 


upon 
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1,568,572. ¥ 
1,568,572. Apparatus for Screening Sewage and Other 
David J. Shaw, New York 
In sewage treatment apparatus, the combination 
of a pair of circular track rails having anti-friction rollers 
therebetween, the lower one of said rails being arranged 
upon said support, a screen structure supported upon the 


top track rail to turn therewith as a unitary structure, 


and means for imparting rotary movement to said screen 


structure. 
7” o . 


1,568,647. Faucet. Leo Wertheimer, Buffalo, N. Y. A 
faucet comprising a dispensing tube formed with an ex- 
ternal, tapered periphery, a stationary sleeve carried by 
the dispensing tube an operating sleeve rotatably mounted 
upon the dispensing tube and 
having a portion of its pe 
riphery in bearing contact 
with the interior surface of 
the stationary sleeve, the 
operating sleeve having an 
exposed flange portion, pack 
ing means between the flang: 
portion of the operating sleeve and the stationary sleeve 
and means for rotating the operating sleeve. 














1,568,647. 


1,568,669. Soldering Solution. Cloice B. Hull, Cleve 
land, Ohio. A solution of the above character containing 
antimony trioxide, zine chloride and glycerine. 





John H. Crocker and R. C. Fulbright, of Houston, Tex 
have organized a company for the construction of a 
14-story hotel on Texas avenue, in that city, at a cost of 
$2,500,000. The first unit will be begun at once and will 
cost $1,000,000. It is to have 250 guest rooms with baths 


J. R. Bailey, 1606 Main street, is the architect. 








Blake Universal Drainage Fittings for Wall Hung Closets 





Absolute simplicity, low cost, and time savers in installing. No fouling chambers, no long rods to cut. 
Simply roll the fittings to our graduated marks, and get the desired fall. 





chairs to fit any make of bowl. 
Write for complete catalog with full illustrations and descriptions. 
Your jobber will supply you. 


BLAKE SPECIALTY COMPANY, Rock Island, IIl. 





CLOSET~ FITTINGS 





PATENTED 


Carrier 
We can ship from Rock Island or Los Angeles plant. 


Canadian Service— 
All Crane Company Branches 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 


insertion. 


One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 


EXECUTIVE PLUMBING AND HEAT- 
ing—Wanted by large Chicago firm 
selling PLUMBING-HEATING SUP- 
PLIES through the mail, a Young Col- 
lege Mechanical Engineer. Must be a 
HIGH-POWERED EXECUTIVE who 
can write BIG sales letters, criticize 
follow-up letters, etc., who thoroughly 
understands merchandising and _ sys- 
tematizing—a finished leader of men! 
Prefer a man with some mail order 
experience. Would consider taking the 
right man into our firm eventually. 
Give age, education and qualifications 
in detail. A chance in a life-time! 
Address Key 522, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 
WANTED — PLUMBING AND HEAT- 
ing foreman. Must know how to 
handle men and have a pleasing per- 
sonality. One who knows the Spring- 
field, Mass., and suburb contractors. 
Must speak French. State salary ex- 


pected. Address Key 519, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 


WANTED—SALES REPRESENTATIVE 

by reliable iron nipple manufacturer 
for territory outside Metropolitan dis- 
trict. Give fzoersenee ry references 
in reply. Address Key 507, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 


SALESMAN! 


Manufacturer of High Class 
Plumbing Specialty Wants 


representative for New York City. 
Must be thoroughly acquainted with 
architects, plumbers and _ jobbers. 
Straight commission amounted, to 
more than $7,000.00 in 1925. Give all 
details in first letter. 


Address 
KEY 515, DOMESTIC ENGINEERING 
1900 Prairie Avenue i *, Chicago 


MANUFACTURER OF WELL KNOWN 
automatic storage water heater 
wishes to get in touch with salesmen 
in various parts of the country who 
are accustomed to selling the plumb- 
ing contractor direct. Address Key 
483, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 
WANTED — LIVE EXPERIENCED 
sales representatives to work exclu- 
sively for high grade manufacturer of 
sanitary earthenware, manufacturing a 
complete line. Good opportunity for 
capable men able to produce. One 
sorsenery. covers the state of Pennsyl- 
vania, Delaware, Maryland and Vir- 
ginia. The other, Michigan, New York 
state and New England states. When 
applying give full details as to ex- 
perience and qualifications and min- 
emum salary expected. Address Key 
13, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


Situations Wanted 


SALES MANAGER, EIGHT YEARS’ 
experience sanitary ware, New York 
and vicinity, is desirous making con- 
nection with manufacturer where re- 
sults will be compensated accordingly. 
Can promise volume business. Capable 
iking entire charge including credits, 
collections and sales. Address Key 
518, “Domestic Engineering,” 110 East 
42nd street, New York City. 


Lines Wanted 


PLUMBING SALESMAN SELLING DI- 

rect to dealers wishes to handle 
lines of plumbing and heating special- 
ties in the states of Washington and 
Oregon on a commission basis. Address 
Key 520, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 





WANTED—ESTABLISHED SPE- 

cialty lines for exclusive territory. 
California or Pacific Coast by estab- 
lished manufacturers’ agents selling 
jobbers only. Best financial and per- 
sonal references. Address Key 516, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


Lines to Handle 


MANUFACTURERS’ AGENTS WHO 

sell plumbing contractors on a com- 
mission basis can secure a valuable 
addition to their line by writing Key 
484, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


For Sale 


FOR SALE—FULL EQUIPMENT, AN 

established plumbing and heating 
business in Chambersburg, Pa. Doing 
good business. Have to give up same 
on account of ill health. Will sell at 
cost. If interested address Post Office 
Box 316, Chambersburg, Pa. 


FOR SALK — EXCEPTIONAL OPPOR- 

tunity to buy plumbing, heating and 
sheet metal business centrally located 
on South Shore of Long Island. Many 
store sales. Twenty years in one loca- 
tion, connected with better class of 
old customers. Fully equipped and 
doing business. Books and business 
open to inspection by right party. 
$10,000 will be required to handle this 
proposition. Address Key 621, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 


FOR SALE: FORBES PIPE MACHINE, 

cuts and threads 1 to 8 in., complete 
with dies, etc., $450.00. Address Key 
502, ‘Domestic Engineering," 1900 Prai- 
rie Ave., Chicago. 


Miscellaneous 
PATENT SENSE—VALUABLE BOOK 
(free) for inventors seeking largest 
deserved profits. Write Lacey & Lacey 
ise F St., Washington, D.C. established 


Pipe Machines hee specialize in 


and used 
pipe machines ong stg in stock at all 
times all sizes from 2 inch to 12 inch. 


Think of pipe machines think of 
O’Brien, Philadelphia 


THE O’BRIEN MACHINERY CO. 
113 N. Third Street — Pa. 


Long Distance Telephone: Marke 
Cable Address: OBRIEN. Philadelphia 





WE BUY ALL SIZES OF 


PIPE COUPLINGS 


We Pay More 


besides paying the freight 
ASK US! 


CONSOLIDATED PIPE & STEEL CO. 


2712.24 S. 2nd St.— Plant No. 1— St. Louis, Mo, 











CONTRACT SHEETS, ESTIMATE 
Blanks Job Tickets, Illustrated Let- 
ter Heads, etc., for plumbers. Large or 
small lots, reasonable ee —T 
ee with deliver prices free. 
Fink & Sons Co., School Bidg., Laurel 
Springs, N. J. (Established 1896.) 


Sell us your Surplus 


PIPECOUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A, & J. MFG. CO. 
559 W. Lake St., Chicago, III. 





WIPING 
CLOTHS 


Formed — Flexible— Finished 


Made in five sizes for all standard joints. From 
face diya | “ ur address in the 
next mail or sent C post card for ful 
particulars. P Lee 16th, 1924. 


GEO. E. WILLIAMS 


Sole Manufacturer 


3 E. 26th ST., MINNEAPOLIS, MINN. 
Ticking and Moleskin 





PLUMBERS’ BIN LABELS 





Hadco Illustrated Bin Markers for 
Water, Gas and Steam Fittings, with 
pictures of the fittings, the sizes and 
proper names save time putting fittings 
away or getting out stock for orders, 
and teach your apprentice boys the 
proper names of the fittings they use. 
Send for samples and prices and free 
booklet: “How to Simplify the Work in 
the Plumbing Shop." Haddon Bin Label 
Co., Haddon Heights, N. J. 


PERKINS 


CONCRETE 


INSERTS 


Adjustable—Strong 
immovable—iconomical 


Four sizes 34" —% "—ip"—34" 
Write for elveulare and prices 


HOMER C. PERKINS CO. 


30 OLIVER STREET :: BOSTON 


We Buy All Sizes of 


Wrought 
Pipe Couplings 


also short ends of new pipe in 

sizes up to and including 2’, 12’ 

long and over. Prompt pay- 
ment guaranteed. Address 


Cress Supply Corp. 
683 Drexel Bldg., Philadelphia, Pa. 
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De Luxe AERO RADIATORS 
FoR 
De Luxe APARTMENTS 
Here are five graphs compruung 
a partial lst of the Aero Lnetallanons 


RITTENHOUSE PLAZA 
4 


RAP OT BENCKER, ARCH: 


erature On request 


Natiowac Raoiator Comeany 
JOHNSTOWN. PA 








Mention Domestic ENGINEERING when writing advertisers. 





